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subject. 
has aright to she, name of royal, whether 
it Yor weatth:of ‘ar 
ling jewelry, “Gf dtetion, “dr ‘iidege 
of the splendour pf, affire,in. 
which he..pasaeavbefore us, of the, 
sceptred:-kinge of letlers; thatmawit James: 


Hamilt 


and the domaia;of intellect, 
in. which) he and ‘most, 


néficent: every. hour. 
sword 5. aud captive, 


D4. Hamilton is’ known: 


ad 
of thrifty’ ‘Gongregatjon of 
wi meet gent 8q 
keep ap. sundry 


which the modern | 
tintis-i¢ into desuetude. Those 
who" yisi¢tHé tharch fér the first’ time gre | 


somewhat disappointed at the outset by the: 
heavy look and awkwerd. airiof the: 
who, in his bodk#, is the model! of: grace 


like.a  man..who; hae, seen the Grampians. : 
But when ‘thé sermon domes, ‘it’ sounds: 
like 
sentence i with 
apd Upped withia diamond. Tbe: sermon 


sparkles, not with che: false ‘ornaments of. | 
a flashy rhetoric;"but with’ the ‘hdtive’ jew: | 


elry' ofa min@ afftuent in géms of thought, 
apd by the, ef a, 
master... We,.admit that such. disconraes 
ag Dr. Hamilton preackes:and: prints might 
perhaps cloyus ‘by théir excessive rich- 
and we lire not: thet some 
good simple people for 
fear of being aurfeited with the droppings 
of his Noweyoom’. ‘live wholly ‘on 
fit us for the. religh of plainer fopd; but to: 
pluck opcagionallya blushing raseripe’’ 
from the ‘suany side of a garden: wall is’ 
cértainly a most’ pardonable infirmity, of 
appetite. We plead, guilty, therefore, ta'a 
most immoderate love for Dr. Mamilton’s 
beoks, ip. spite of some affyctations of etyle 
and:exeggerations of piquant: phraseology, 
aiid’ little fear that ‘hi¥ productions: 
villl'be'too, may; or too rich; for healthy. 
- last woski, the: Royal Preacher," 
is ‘a sériés’of' chataéteristic lectures on' the | 
Book of Ecclesiastes. “The opening pages 
are gomemhat; overwnqught, and may dis- 
spade somé sober readers from going be- 
yond them. But the book “runs clear” 
we advance, and the closing chapters are 
among the most brilliant, suggestive, gnd 


profitable that have flowed from the au- 


thor’a pen. Tha chapter, eatived; “The. 
Dungeon” breathes a: neble spitit of phir 
lanthropy; vetiictared by the morbid ten-" 
dencies of ‘tag many moderp agitators for’ 
this volume will live by us like:old Mathew: 
Henry’sapothegms. For instanee; he says: 


“The rain, as it falls from the firmament, |. 


is never, poisonous, but by the time it filters 
throvgh:stmta ‘filled with lead or copper, it 


ths: 


fact; but by. the time shat. they have dis-. 
tilled throagh our: murmyring spirits, they: 
assume different character. When the: 
water is clear as was the well of Bethlehem ;. 
or when the wine flows as rich as the vin- 
tage of Lebanon, all that is needful is a: 
pitcher of crystal or a goblet of silver, 
which, by infusing no new element, will 
preserve its freshness and purity.. And. 
when gifts are so good as:the gospel; and 
the’ promises+so. good as our kindred and 
friends—so good as the flowers of the field 


‘the’ new breath of summer—it only. | 


needs an honest heart whigh takes them ag 
they come, and which tastes unaltered the 
goodness of God‘which is in them.” 

“The short chapter on “Old Age” is one 
to be nead aloud to a grey-haired father on 
the summer ‘evening porch, or to the dear 
old mother of our love, as she sits in that 
arm-chair that we knéw in our infancy. 
The whole book is a, treasure of fresh and 
devotional thought; and the hungry public, 
without waiting for criticism, have already 


called for a second edition. a» §6 
FIME- TO DIE. 


Two met in 
the vicinity ‘of the metropolis at a tav- 
ern to transact business. After spend- 
ing »most of the day in drinking and 
frivolous conversation, it being on Sa- 
turday,, one of them remarked that they 
that day;: it tiust: be. 
the which: was agreed to.: After 
spending'the Sabbath until three o’clock 
in) settling. their accounts, they called 
for; dinner, On sitting down one of 
them jocosely remarked, “Let us eat: 
and. drink, for ‘to-morrow we die;’’ ad- 
ding, shave no idea, however, of dy~ 
ing’ yet.” ‘They ate and drank, and 
then calléd es’ and went their 
different ways," While at dinner next 
day, one of them was asked by:his ser- 
vant if he had, heard of the death of the 
at 
s he dead? said he. I, I have no 
fime to die: He °¥dse from | the ‘table 
yhére tie.was soon taken ill, and not- 
vithstas ding Wedical aid was ‘called, 
dod that evening —Cheever's Anee 


toot 


| “rf 


! 


Hx T Jus th 


title wiltia pplyquite:ns. well to: the» 


Fon it any'preacher,of, par, day, 


|| Seldom have I n 


rin 
ligions that. hes, given me more plea- 


tisn, Church m which the: private admin- 
istration of ordinances is more frequent- 
ly practised 


Baldi tothe” Pacd of born 


by dhe | 
becomes a,aub- 


{ tion, by their own rules and customs 


ngere pagtor, 

Segtehmen | 


and would frighten | p 
Carrick, apd he falls his mother tongue 


Mount of Olives.” 


wihén'the’ providence of God has shut 


tlon. 


.| avenue of his mercy is closed up to the 
believing soul. If in health they ne- 


his love and grace to their souls. 2 Cor. 


der the discipline of his providence, the 
after and went “into the garden, very: same convietions of dependence 


usy,how- | 
ple:.of: God’s moral government, that 


on of Ordi- 

dequet deste: it!-—I know: the: de- 

tse Of ordinances’? — 

“dying femdle’to ‘her ‘minister, 


wid fisd, undoubtedly with the kindest’ 
intentions, proposed to administer the 
rds Supper in: her private room, 


ave I met with a sentiment, 
in relation. to the external rites of re- 


sure,.. And. it-is the more. remarkable, 
ag,ocdurring in} a branch of. the Chris- 


than: in most other. Protes- 
tant churches: 


‘T haye tio disposition to find fault 


private. 
Orginances. 
claim the right to express regret at the, 
PAR ; whieh is believed by many, 
to be contraryto the nature and de-., 
of those ordinances, and opposed: 
to the spirit and. letter of the acknow- 
ledged standards of our Church. | 

- Phe Confession of Faith declares, 
(Chap. xxix. § ‘“Private masses, or 
receiving the-saerament by a priest, or 
any other alone,’’ and other enumerated 
ractices: of the pale of Rome, ‘‘are 
all contrary'to the nature of this sa- 
cfiinent, and to the institutions of 
Clirist."" And the Directory for Wor- 
ship, in. prescribing the mode for “ the 
administration of the Lord’s Supper’. 
orders, that “‘public notice shall be 

ivén to the congregation at least the, 
Sabbath before the administration of 
this ordinance;” and certain, prepara- 
tory services are required to be ob- 
served,’ “that all may come in a suit- 
able manner to this holy feast.” And 
there. is not the least intimation that 
in any. case this ordinance is to, be ad- 
ministered ina, private manner. And 
this. negative testimony receives addi- 
tional force. from the fact- that in re-. 
pe ordinance of baptism, after 
eclaring that “it is usually to be ad- 
ministered in the: church, in the pre-: 
sénce of the congregation,” it is added, 
‘there’ may be cases when it will be 
expedient to administer this ordinance 
in private houses, of which the minister 
is to be. the judge.” Now without 
questioning the correctness of this ex- 
ception, it is obvious that it never oc- 
curred to the minds of the framers of 
our standards, that, a similar exception 
would. be proper,.in relation to the 
administration of the Lord’s Supper. | 
Therefore the prohibition in the Con-' 
fession of Faith remains unqualified and 
unim 


dministration of special 


= 


“(But there are other considerations 
which ‘argue the impropriety of the pri- 
vate administration of this ordinance. 
“It.is an ordinance that belongs to the 
Church collectively, and not to the indi- 
vidual members; except a8 they are 
‘‘members one of another.” The act 


bond and pledge of their communion,” 
not only “with Him,” the King and 
Head of the Church, but also “with 
each other, as members of his mystical 
body.’ Private as well as public prayer 
and singing, and other religious privi- 
leges are‘sanctioned by numberless pre- 
cepts.and examples in the Holy Scrip- 
tures. And even the baptism of the 
eunuch and the jailor’s and Lydia’s 
hous¢hold, may be urged in favour of 
the’ private administration of that ordi- 
nance, under peculiar circumstances, 
But, not,an instance can be adduced in- 
which the Lord’s Supper was admin- 
istered in the apostolic age, except as a 
church ordinance, in which all. the re- 
cognized members of the ehurch had an 
opportunity to participate. It is scarce- 
ly necessary to say here, that a refer- 
ence to Acts ii. 46 fails to invalidate 
the last remark, because it is by no 
‘means certain that “the breaking of 
bread’’ has any reference to the Lord’s 
Supper; and if this could be proved 
beyond all question to be its applica- 
tion, still the necessity imposed by the 
existing circumstances of the Church in 
its infancy, could not be urged as a rule 
for subsequent ages. | 
Again: There is reason to believe 
that the anxious desires of some good 
people to participate in this ordinance 


them out from its regular administra- 
tion, originate in mistaken views of the 
naturé, design, and use of the institu- 
tion. Far be it from me to utter @ 
disparaging word of any gospel institu- 

) yield to no man in the zealous 
enforcement of every divine precept, or 
in setting forth the benefit to be ex- 
pected from their observance according 
to divine appointment. But when God, 
by his own act, renders it impossible 
for his to attend on any ordi- 
nance, I cannot suppose that a single 


glect the house of God or the. table of 
his grace, they have no reason to ex- 
pect. his blessing. But when, by being 
laid on a bed of languishing, or other- 
wise they are excluded from the mount 
of ordinances, God is using other in- 
strumentalities to bring them nigh unto 
himself: ‘and he often condescends to 
make thesé providential dealings the 
means of the richest manifestations of 


iv. 17, 18. 

I have no doubt that every minister 
of the gospel has frequently been as- 
to observe what remarkable 
progress, in both knowledge and holi- 
ness, is,often made by persons who for 
months, and even years, have been cut 
off from all.the public privileges of the 
sanctuary. Like David, they may long 
to:zo to the house of God; -and yet un- 


and ‘feliance on éovereign' grace are 
jroduced by those afflictions, that, un- 
circumstances, are intend- 
d,'to. be produced by the means of 
be regarded as a fixed pringi- 


deprives his. people of any gos- 
/pel institution, he is ready to bestow 
thé same blessing which it was intend- 
ed to convey when the heart is brought 
into’ a proper state, by other means 


ARTIEN, ‘NO: 144 


with those who lave seen fit to sanc- | 


but as a Presbyterian, | 


of communion, our Book declares, is ‘a | 


so, then, if the Christian, when, cut off 
from God’s house, instead of submit- 
ting to the privation as a divine ‘allot- 
ment, feels that the order of the sanctu- 
ary must be made to yield: to his’ cir- 
cumstatices, I apprehend he: has: not 
yet learned: the ‘design of his afflic- 
tion, and that entertains incorrect 


| views of the use of gospel ordinances, 


and is expecting from them that which 
they have no power, to yield. And 
there is reason. to suspect that the joy 
and satisfaction sometimes expressed 
by those‘who, under these circumstances, 
| have béen indulged with the private ad- 
| ministration,ef gospel ordinances, may 
| have arisen from the.mere gratification 
}of. their own desires of mind, rather 
than from any sanctifying influence at- 
tending the ordinance. 

I have other suggestions to make on 
this subject, which I must defer to an- 


; 


We; Don’ Publius :Maria, &c: by the Grace of 
- God and the Holy Apostolic See, Archbishop 


the Diocese of Malta, greeting. 

The care of the Lord’s flock, entrust- 
ed'to us by Divine Providence, imposes 
the necessity of watching that the ene- 
my of the human kind does not spread 
the evil of error in this camp of the 
elect, and does not corrupt with the 
poison of false doctrines the salutary 
food of the gospel. To this end do we 
now lift our voice, in order to admonish 
those who disobey, encourage the weak, 
and condemn heretics. We hope that 
our paternal advice, and the clear ex- 
pressions. by which we condemn all 
wicked books, heretical prints, journals, 
and publications which directly or in- 
directly assail Catholicism, its doctrines, 
morals, discipline, and clergy, will suf- 
fice to keep. on their guard all Catholic 


pecially those living in Malta. In a 
country where the Catholic faith and 
submission to the Church are almost 
natural sentiments, it was not to be ex- 
pected that attacks would be permitted 
upon that faith'and that Church. But 
in this our hopes have been deceived. 
A, journal, named the Avvenire, has 
now been in circulation for upwards of 
a year and a half, which expresses the 
opinions of a society whose object 
should, according to its title, be the 
promotion, as far as in its power lay, 
of the real good of its country. This 
journal has for some time attracted our 
attention en account of the very unca- 
tholic tone in which its religious doc- 
trines are put forward. -Our paternal 
heart being moved by just motives, be- 
ing repugnant to use rigorous means 
towards’ our own sons, and especially 
hoping that the right path would be re- 


led at first to suspend our judgment. 
But our hopes not having been realized, 
our pastoral solicitude obliged us to 
subject the journal in question. to an 
attentive and impartial examination. 
The result of this step has been to con- 
firm us in the belief that the Avvenire 
ig an irreligious print, which contains 
erroneous, false, and captious doctrines 
in matters of religion, which twists 
Scripture .in a sense different from that 
recognized by the Church, maltreats 
ecclesiastical authority, without sparing 
the supreme bishop, and gives to Chris- 
tianity an aspect entirely different from 
that in which it should be viewed by 
every son of the Catholic Church. For 
this reason, having before our eyes God 
alone, and the welfare of the souls com- 
mitted to our charge, and moved only 
by a most intimate conviction, we do 
accordingly condemn, without restric- 
tion, the journal entitled the Avvenire, 
and declare consequently that, by the 
publication of this condemnation, not 
only the editors and writers of the jour- 


rectly concerned in it, or who read and 
keep it without permission, incur the 
penalty of censure. We flatter our- 
selves with the hope that the intentions 
of those who founded the journal being 
good, the judgment pronounced by us 
will open their eyes, and that, confess- 
ing their fault with the generosity of 
sincere minds, they will alter their opin- 
ions, promote the good of their country 
by supporting Catholicism, renounce 


cease to follow the course of those who 
think most.of the things of this world, 
and give themselves up to a vague and 
general species of religion which ends 
in pure Deism, altering every doctrine 
and teaching of.the Roman Catholic 
Church, out of which there is neither 
strength nor salvation. 

On the occasion of issuing this our 
pastoral, we cannot refrain from ex- 
pressing our disapproval of the words 
and sentiments of other journals. We 
allude to the Mediterraneo and the Or- 
dine. The former often goes out of 
its way, in its character. of a journal 
and commercial organ, to publish arti- 
cles which are calculated to offend the 
pious ears of the faithful, and. more 
especially hurt the sentiment of bro- 
therly charity. The Ordine, when its 
aim is to defend religion and truth, de- 
scends to vile diatribes, and to low and 
irritating modes of argument, which 
have no other effect than to add fuel to 
the flame of discord which burns be- 
tween the two extreme parties. It even 
goes so far as to oppose indirectly its 
own pastor, and audaciously to dictate 
the course which ought to be followed. 
With that authority, therefore, which a 
pastor is allowed by all good Catholics 
to possess, we intimate to the editors 
of the Mediterraneo and Ordine that 
they must correct .these errors, and 
write their articles with due dfgnity, 
charity, and ratiocination. We doubt 
not but that both journals will submit 
_— to our orders. Should they not 

so, we will exert against them our 
‘spiritual arms; and in order to pre- 
serve public morals, of which we should 
be no less solicitous than of our faith, 
we will fulminate against them, as we 
have done before, and as we will do in 
the same case to other journals. 

Finally, we express, as we have done 
hefore, our desire to-fathers of families 
that they, being penetrated. with the 
sentiments of a lively faith, will give 
their offspring a strictly Catholic edu- 
cation. Let’ them watch ‘over their 


Which he sees fit "to adopt. If this be 


DENU NCIATION of the PRESS, | 


of Rhodes, to our venerable brothers, &c. of : 


writers residing in our diocese, and es- 


sumed in the course of time, we were. 


nal, but all who are directly or indi- 


the weapons of pride and slander, and 


| account ‘théy‘have to give to God of 


| 


— 


| children, the books they read, the friend. 


ships they form, and the places they 


frequent, They know what a fearful 
the consequénces of a bad or neglected 
education. For this they should unite | 
their paternal to our sacerdotal minis- 
try,, and have nothing more at heart 
than to form good and Catholic: citi- 
zens, who may render themselves use- 
ful in a Christian fashion to society, by 
urity and solidity of faith, by irrepre- 
‘morality and filial’ submission 
to the Church.. The ministers of the 
Most High will not fail to preach to all 
the pure doctrine, in order that the 
faith may. be preserved. pure in all 
hearts, as it was received from the 
apostles of the Gentiles. Excite more 
and more in all real devotion to the 
Great Virgin Mother of God, the mo- 
ther and our chief patroness Mary, as 
well as to the great apostle, our father, 
because the faith planted by him amongst 
us. is fertilizec by his. omnipotent pro- 
tection, and must always have a real 
increase. We also remind all, that 
without true religion there is neither 
strength nor true felicity, and that the 
important affair is to obtain eternal sal- 
vation. We give to all who desire it 
our, paternal benediction ; 
Given in our Archiepiscopal Palace 
of the city of Valetta. 
June 20, 1851. 


PONTIUS PILATE. 

This man is mentioned in the Scrip- 
tures twenty times, namely, sixteen 
times in the Gospels, tarice in the 
book of Acts, and once in the first 
epistle to Timothy. His name is also 
found in that ancient symbol, com- 
monly called the <Apostle’s Creed. 
There is an unusual degree of interest 
connected with him, from the fact that 
he was the judge at the trial of Christ. 
Let these things be noted concerning 
him : 
1. His name, Pontius, was his family 
name, or, as we say, his surname. /P%- 
late was his given name, and was in- 
tended to distinguish him from other 
members of the family of Pontius. 

2. His country. He was by birth a 
Roman. His ancestors were among 
the old Romans, and were distin- 
guished. He was not a Jew. 

3. His office. He is called in our 
English Bible, by Matthew, ‘the gov- 
ernor,’” and by Luke, “‘the governor 
of Judea.” The Latin writers, follow- 
ing Tacitus, generally call him procu- 
rator. It is not so clear what the 
office of procurator was; but all agree 
that he was the highest officer resident 
in the country where he exercised his 
office. Pilate was in fact governor of 
more than Judea, for that country had 
been added to Syria, and made one 
province, commonly called Syria. Pi- 
late wag successor to Valerius Grac- 
chus, and held his office under the Em- 
peror Tiberius. 

4. His character. He was ao man 
of ungovernable temper, obstinate, and 
implacable. He seemed to. glory in 
displaying his authority, and in wound- 
ing the feelings of those whom he ruled. 
He was avaricious and rapacious. He 
seized on the corban, and devoted that 
sacred fund to the structure of an 
aqueduct. He “mingled the blood” 
of certain Galileans “ with their sacri- 
fices.”” The ears of the Roman Em- 
peror Tiberius had been filled with 
complaints concerning him, before the 
matter of our Saviour was brought be- 
fore him. This will account for his ad- 
judging our Lord to death. He knew 
‘that it was for envy the chief priests 
had delivered him.’ Thrice did he 
ask the question, ‘‘Why’ should I 
condemn him? ‘what evil hath he 
done?”’ Thrice did he say, “I find no 
fault in him.” He had been warned. 
by his wife not to condemn him. 
When he heard that Christ ‘‘ made 
himself the Son of God, he was the 
more afraid.’”’ Yet he condemned him. 
And why? Because he hoped to allay 
the violence of the complaints made by 
the Jews against him to Tiberius. The 
Jews continually put their plea on the 
ground, that if Pilate let Jesus go, Ti- 
berius would have just cause of com- 
plaint, as Jesus made himself a king; 
and so ‘Pilate, willing to content the 
people, released Barabbas unto them, 
and delivered Jesus to be crucified.”’ 
Pilate had already brought on him- | 
self the displeasure of Tiberius in 
another matter, of which complaint 
had been. made by the Jews. He 
hoped thus to bring himself into fa- 
vour with the Jews, and so retain the 
favour of the Emperor. Not long af- 
ter this he committed great outrages 
in his province, and was ordered to 
Rome to give an account of his con- 
duct, but Tiberius was dead before Pi- 
late reached Rome. 

5. His end. On this subject there 
is some doubt; but Eusebius and other 
respectable historians give credit to 
the account, that Pilate was banished 
from Rome to Vienna, in Dauphine, 
where he was reduced to such straits, 
that in despair he killed himself with 
his own sword, and:rushed into the 
presence of the “Judge of all the 


earth.” 

Alphabetical Names of Christ. 
Advocate, -. . IAst John ii. 1. 
Bright and morning Star, Rev. xxii. 16. 
Friend, Prov. xviii. 24. 
Governor, 
Intercessor, . ... . Isa. Jlix. 16. | 
King ofkings,. . . . Rev. xvii. 14. 
Lord of lords, . « . . Rev. xvii. 14. 
Master Matt, xii, 38. 


Nazarene, . . . . Matt. ii. 23. 

Only Begotten, . . . Ist John iv. 9. 
Prince,of Peace, . . . Isa. ix, 6. 
Quickening Spirit, - Ist Cor. xv. 45. 
Rock of Ages, . . Isa. xxvi. 4, 


Saviour, e Joha iv. 4: 
Teacher, . . « 2 
Unspeakable Gift, . 2d Cor. ix. 15. - 
onderful, . - « Isa. ix. 6. 
Young Hart, . - « Sol. Songs ii. 9. 


-- Phe above list is perfect with the ex- 
ception of the letter X. There are very 
few. words inthe Engligh language he- 
ginning with that letter, and they are 
principally derived from the Greek.— 


bling things. 


Presbyterian Record. 


RARE “CURIOSITY. 
‘editor “of The Honolulu (Sand- 
wich Islands) Friend has been presented 
with an Enplish Bible, printed in the 
year 1599, and translated from. the 
Greek by Beza, who died in 1605, 
aged 87. ‘The'reprint on the title page 
of the New Testament is as follows: 
NEWTESTA- 
of our Lord FESVS 
‘CHRIST, Translated, out, of © 
‘Greeke by Theod: Beza: 
With brief Summaries and expositions vpon the 
hard places by the said Author loac:’Camer 
and P. Lofeler Villerius | 
Englished by L. TOMSON. 
Together with the Annotations of Fr: Ianius 
vpon the Revelation of S. JOHN. 
IMPRINTED AT LONDON 
by the deputies of Christopher Barker, 
Printers to the Queens most 
Excellent Maiesti¢é 
1599. 


This, copy anticipates by. several 
years: the translation made hy Kin 
James’ authority, and was_publishe 
twenty years prior to the landing of the 
Pilgrims. Such a curiosity should not 
be allowed to moulder among the dusky 
Sandwich Islanders, but should be trans- 
ferred to some of the large libraries in 
the Atlantic cities, where it would meet 
the inspection of hundreds who know 
how to appreciate a literary windfall... 

We have in our. possession a copy of 
the New, Testament, which was pub- 
lished seventy-six and seventy-seven 
years previous to the above; but unfor- 
tunately it is in the Latin tongue. It 
was printed in Paris in 1522 and 1523. 
It seems to have been executed in three 
parts, at as many different periods, the 
Gospel at one time, the Acts at an- 
other, and the Apocalypse at another, 
and the whole were bound in one book. 
The printing is very fine, as good as the 
best specimens of two hundred years 
later date. The Latin copies, however, 
we believe, are not as rare as the Eng- 
lish. This one of ours was apparently 
in possession of several of the first set- 
tlers of this town, and. contains the 
names of some of them, together with 
a dozen or more manuscript pages, 
printed in elegant style with a pen. 
This portion of the book has led some 
to suppose that the book came out of a 
monastery, before it was brought to this 
country, and that the writing is that of 
a monk.—New Haven Palladium. 


AN OLDER EDITION. 

The Boston Traveller says:—“‘An 
article, relating to a copy of the Bible 
printed in the year 1599, copied into. 
the Traveller recently from the New 
Haven Palladium, has brought us a 
visit from an antiquarian friend, who 
is always posted up in curious matters 
of that kind. He has shown us a copy 
of a still earlier edition of the Scrip- 
tures, which is a rare and beautifal 
specimen of ancient typography, each 
page being carefully and ornamentally 
ruled, by hand, with red ink. In res- 
pect both to printing and paper, it 
would suffer little by comparison with 
the best books of this boasted age of 
improvement. . The following is an ex- 
act copy of the title page of the New 
Testament.” 

| 
NEWE TEST A- 
MENT OF OVR LORD 


IESVS CHRIST, TRANSLATED 
OVT OF GREEKE BY 


THEOD. BEZA. 
WHEREVNTO ARE ADIOYNED 
BRIEFE SVMMARIES OF DOCTRINE. ‘ 
Upon the Evangelists and Actes of the Apostles, 
together with the methode of the Epis- 
tles of the Apostles, by the saide 
Theod. Beza: 

AND ALSO SHORT EXPOSITIONS 
ON THE PHRASES AND HARD PLA- 
ces, taken out of the large annotations of 
the foresaid Authour and Ioach 

: Camerarious, by 
P. Loseler Villerius. 
] Englished by L. Tomson. | 
IMPRINTED AT: LONDON 
By Christopher Barker, Printer to the Queenes 
most excelent Maiestie. 
Anno 1587. 
Cum privilegio. 

_ We have just received, by the way, 
from our correspondent at Berlin, a 
very great curiosity. 
It is a pamphlet of 14 pages, printed in 
German, and is an original letter of 
Martin Luther, addressed to his old 
friends the Counts of Mansfeldt, ac- 
companied by an account of the escape: 
of a nun from tte cloister. It was 
printed sat Wittemberg, in 1524, only. 
seven years after the commencement 


of the great Refornation. 


MATURITY OF GRACE. 
Flavel, in his. neditations on the 
harvest-season, give the following three 
signs of the maturity of grace: 


1. When the crn is near ripe, it 
bows the head, ani stoops lower than 
when it was green When the people 
of God are near rpe for heaven, they 

row more humbke and self-denying 
eh in the days of their first profes- 
sion. The longera saint grows in the 
world, the better still he is acquainted 
with his own hear, and his obligations 
to God; both of which are very hum- 
Piul had one foot in 
heaven when he cilled himself the chief- 
est of sinners ind least of saints. 
1 Tim. i. 15; Ep. iii. 8. Christian 
in the progress £ his knowledge and 
grace, is like a vessel cast into the 
sea—the .more it fills the deeper it 
sinks. 


2. When the harvest is nigh, the 
grain is more solid and pithy than 
ever it was befre. Green corn is soft 
and spongy, but ripe corn is substan- 
tial and weight:. So it is with .Chris- 
tians; the affecions of a young Chris- 
tian perhaps ge more fervorous and 
sprightly; but those of a grown Chris- 
tian are more wdicious and solid; their 
love to Christabounds more and more 
in all judgmert. Phil. i. 9. The limbs 
of a child are more active and pliable; 
but as he gwws up toa more perfect 
state, the paits are more consolidated 
and firmly kiit. The fingers of an old 
musician not so nimble; but he 
hath a more judicious ear in music than 
in his youth. 
3" Wher corn is dead ripe it 18 apt 
to fall of ‘ts own accord to the ground, 
and thereshed; whereby it doth, as it 
were, antcipate the harvest-man, and 
calls upgn him to put in the. Mekle, 

st unlise to which are the lookings 
and longings, the groanings and has- 
tenings of ready Christians to theit ex- 


lingly take death by the hand} the 


| vest to be near. 


death, “Lord Jesus, receive my spirit.”” 


and to be present with the Lord. 


and actively inheriting the promises; 


| born in heaven, composed of just men 


we pay our respect and attachment to 


‘friends, equally dear, ‘gone before;’ he 


suns inthe paradise of God; he knows 


Tody the heavenly plain-—like the 


‘CHESTNUT STREET, SOUTH SIDE, FIRST BOOKSTORE ABOVE SIXTH, PHILADELPHIA, AND NO. 985 BROADWAY, 


posted glory. They hasten to the com- 
ng of the Lord, or, as Montanus more 
fitly renders it, they hasten the coming’ 


of the Lord; that.is,. they are urgent | 


and instant in their desires and cries 
to hasten his coming; their desires 
sally forth to meet the Lord; t ey wil- | 
corn bends to the ‘earth, so do these } 
souls to heaven. This shows their har-| 


Early Version of the Bible. | 

As soon as printing was invented, 
Christianity avaited itself of the dis- | 
covery, for the purpose of ‘multiplying 
copies of the Holy Scriptures in lan- 
guages in use when printed. : 


Ist. Faust’s Catholic Edition, 

2d. Bender’s or Bember’s, 1466 
_ 3d. Malermis’s Italian Bible, . 1471 
4th. Four Gospels (Belgic) 1472 
6th. ‘Julian’s (an Augustine Monk) 1477 

7th. Delft Edition, i 1477 

8th. B. Ferrier’s Edition, (Spanish) 1478 

9th. Gouda Edition, . - 1479 
10th. Guyard’s des Moulin’s, (French) . 1490 
lith. Four versions printed before, . 3622 
12th. Luther’s'New Testament, (Protestant) 1522 
13th. Estaple’s New Testament, (Catholic) 1523 
14th. Tyndai’a New Testament, (Protestant) 1526. 
15th. Estaple’s Old Testament, (Catholic) 1528 
16th. First Protestant Belgic Version, ta 
17th. Luther’s Old Testament, (Protestant) 1530 
18th. Tyndal’s Pentateuch, (Protestant) 1530 
19th. Bruccioli’s Italian Bible, (Catholic) 1532 
20th. Coverdale’s Version, (Protestant). 1535 
2ist. Olivater’s French History, (Protestant) 1537 
22d. First Italian Protestant Version, 563 
23d. Antwerp and Louvian Bible, (Catholic) 1578 
24th. Rhemish Test nt, (Catholic) ° 1582 


In.the beginning of the next century 
the Catholic Douay Bible was published, 
and was followed by the well-known 
King James’s Protestant Bible. 

' The oldest and most known manu- 
scripts are— 


1st. German Catholic MSS. A.D. . =| . 800 
2d. Italian ‘do 1270 
3d. Spanish do do 1280 


4th. Anglo Saxon - do. 
5th. French Catholic do 


But the Latin versions were generally 
used as long as the Latin continued to 
be spoken and understood in Europe. 


4200 and 1300 


The Conscious Activity of the 
‘Soul separate from the Body. 
~The soul being immaterial and the 

body material, would lead us to suppose 

that the former might maintain an ac-: 
tive existence separated from the latter. 

But the Bible teaches us clearly and 

fully that after death the soul continues | 

its conscious activity without any essen- 
tial change till the resurrection of the 
body. It was the belief of this truth 
that led David to pray, “Into thine 
hands I commit my’spirit.’”” Our Sa- 
viour confirmed the same when on the 
crossand immediately before he expired, 
he repeated the same words. It was 
also the belief of Stephen, as it appears 
from his praying immediately before his 


They knew that their bodies were about 
to be laid in the grave, but their belief 
in the conscious activity. of the soul 
after that led them to commit it into th 
hands of God. | 
The same truth is taught in the pa- 
rable of the rich man and Lazarus, 
which represents them both conscious 
and active after the death of their 
bodies. Christ and the penitent male- 
factor knew that 'their souls were to be. 
in Paradise while their bodies should be - 
in the tomb. So strong was the apos- 
tle Paul’s belief in the happy existence 
of the soul immediately after death, that 
he desired to be absent from the body 


The obvious and clear teachings of 
the Scriptures are that the soul is no 
less conscious and active when separa- 
ted from: the body than when nnited 
with it. Nothing but the most arbitrary 
and unnatural interpretation of them. 
would lead us to think otherwise than 
that Enoch, Moses, and Elias, Abraham, 
Isaac, and Jacob, are now consciously 


that the general assembly of the first- 


made perfect, are more alive to the joys 
of the Christian than when on earth; 
and that the souls, seen by the apostle 
John in vision, of those that were slain 
for the word of God and testimony of 
Jesus, and many others who had come 
out of great tribulation, and had washed 
their robes and made them white in the 
blood of the Lamb, surrounding his 
throne and serving him night and day 
in the temple, wére there at the time 
the apostle wrote, and are there thus 
actively employed at the present time. 
This belief vastly enhances .our re- 
gard for man. When we.look upon the 
soft, mild, and intelligent expression of 
the human eye; the smile playing upon 
the smiling countenance; the compli- 
cated movements of a graceful form; 
and listen to the instructive and sym- 
pathizing sounds of the voice, it is joy- 
ful to know that the being who myste- 
riously produces them upon the mate- 
rial substance shall exist where they 
decay, and is thus worthy of infinitely 
higher attachment, admiration, and re- 
spect. We may, therefore, regard the 
human body as the ancient heathen phi- 
losophers, were accustomed to think of 
their country’s idols. . While the igno- 
rant multitude bowed to worship the 
idol, they only admired the skill dis- 
played upon it by the artist; but their 
reverence, homage, and worship rose 
up to the spiritual supreme. So we 
may admire the wonderful mechanism 
displayed upon the human body, while 


the spiritual being who animates it, and 
shall exist when the material frame has 
mouldered into decay. : 

I know not but that such a truth may 
appear unwelcome to wicked men, and 
they in vain attempt:to think-otherwise ; 
but.to the Christian it is a truth fraught 
with the most joyful consideration.— 
When standing on the brink of the 
grave, he knows that the tomb is only 
the portal to the realms of bliss and the 
home of his Saviour; he' Knows that at 
the. moment he bids farewell to lis 
weeping friends on earth, he shall at 
once enter the sanctified society of. 


knows that as he withdraws his eyes 
from the delightful scenery of earth, 
his mental vision shall open on the sweet 


that’ ‘when. hei has heard for the last 
time'the enchanting melody of human 
music in the Church of God on earth 
he shall soon listen to the song of an- 
gelic voices rolling like a wave of me- 


/my medical services. 


NEW 


voice of many waters and the peal of 
many thunders, varying through every 
note, from the infant voice sweetly uni- 
ting with the trump of Gabriel, to the 
loudest chord struck by the voice of 
the seraphim. 0, it is sweet to live 
and labour on earth—but it is still 
sweeter to die with the Christian’s con- 
fidence of an immediate entry on 4 
state of conscious, active, and happy 
existence after death—“to depart and 


| be with Christ is far better.’”—Reli- 


gious Recorder. 


Religious Wants of Glasgow. 


At a recent meeting of the Free 
Church General Assembly of Scotland, 
Dr. Buchanan of Glasgow made the 
following statement concerning the reli- 
gious wants of that city: 


contains 358,000 inhab- 
itants, has only 110 ministers and 110 
churches of all denominations, except 
Catholic and 1 Socinian; numbering 
only 105,000 church sittings! or 1 to 
84, or 29 to 100! Take the parish of 
Tron, in the city of Glasgow. In Old 
Wynd, there are 545 inhabitants, with 
15 church sittings! In New Wynd, 
there are 2004 inhabitants, with 63 
church sittings. In back Wynd, 832 
inhabitants, and 23 sittings. In Kings 
street, 1630 inhabitants, and 144 sit- 
tings. In Princes street, 990 inhab- 
itants, and 64 sittings. In Salt market, 
2895 inhabitants, and 76 sittings. In 
Bridegate, 1847 inhabitants, with 22 
sittings. Take the entire parish as a 
whole, it contains 11,969 imhabitants, 
who possess in all 546 church sittings, 
or little more than 1 to 100! 

Among 5000 Protestants in one dis- 
trict, or rather in a district of about 
12,000 inhabitants, of which 5000 were 
Protestants, only 694 copies of the 
Bible and Testament could be found! 


| and quite a number of these Catholic 


families, carried there from the schools 
by the children.” 


A HYMN. 


BY MRS. L. H. SIGOURNEY. 
It is not meet for man, O Lord, 
Who dwells in tents of clay, 
To plant his hope upon the sands, 
That waves:may wash away ; 
Nor twine his love round broken reeds, 
Or to the thankless thorn ; 
Nor cast it on the frozen waste 
Of falsehood and of scorn ; 


Nor gather gold in secret heaps, 
Insatiate still for more, 


To work.the ruin of his heirs, 


Or swell a stranger’s store: 


But rather, while on earth below, 
His fleeting life is lent, 

In whatsoever state he is, 
T herewith to be content; 


Place hope ard love supreme on Thee, 
To thee confide his care ; 
And lay his treasure up in heaven, 
And seek a mansion there. 


Christian Students in India. 


It affords us the most sincere plea- 
sure (says The Friend of India) to be 
enabled to record each successive step 
in the onward path of improvement. 
Much has been said to deprecate the 
platform eloquence in England concern- 
ing Indian Missions, but it is our firm 
conviction that the importance of these 
and similar institutions is not yet suffi- 
ciently appreciated at home. In India, 
we are accustomed to view things, and 
more ‘particularly populations, upon so 


large a scale, that we scarcely recog- 


nize the real significance of the figures 
we write. Who, for instance, would 
suppose for a moment, that the number 
of students to be educated in the Insti- 
tution we now allude to, is equal to half 
that of the University of Cambridge; 
or that the number of youths receiving 
instruction in the colleges of Calcutta 
and its neighbourhood, is greater than 
that of all the universities and colleges 
in England put together? Year after 
year, they are sending into the bosom 
of native society thousands of young 
men who, though they may not have 
much in common with Christianity, 
have utterly abnegated the supersti- 
tions of their forefathers. | 


— 


FROM JERUSALEM. 
The Rev. Dr. Barclay, an English 


clergyman, a missionary in Jerusalem, 
in a letter of the 1st of May last, says: 


‘‘You will be pleased to hear that 
one of the chief secretaries of the city 
government has been presented with a 
copy of the Bible upon his own appli- 
cation. Some of the Jews have been 
independent enough to receive the New 
Testament, but the rabbis have as yet 
uniformly refused it; nor do I think I 
could gain access to them at all but for 
When once ac- 
quainted, however, they converse very 
freely upon-the subject of Christianity ; 
and I may say, without the semblance 
of boasting, that with all their Talmudi- 
cal lore and rabbinical sophistry, it is 
quite easy to gain the most complete 
victory over- them by the appropriate 
use of the'‘sword of the Spirit.” With 
the exception of the autocracy of Da- 
homy and Nicholas, I verily believe 
that there is not, in all this wide world, 
@ more tyrannical despotism than that 
exercised over the Jews of this land by 
their ‘lords spiritual and temporal,’ 


holding, as it does, in the vilest dur- 


ance the minds, bodies, and souls of 
these unfortunate outcasts of Israel. 
Hence so very few of them have cou- 
rage to confess Jesus, even after they 
are fully convinced that he is their 
promised Messiah. 
_ “The London Jew’s Society has a 
large hospital here, upon which it annu- 
ally expends more than $10,000; and 
it is through this Institution, almost 
solely, that its converts have been made. 
in order to counteract its influence, Sir 
Moseg Montefiore, a wealthy Israelite, 
has established a large and well man- 
aged hospital in opposition. The Ar- 
menians are now building one; the La- 
tins havé'such an institution already. 
Notwithstanding this, I have applica- 


YORK. 


ts Of the city, more. 
than sufficient % alt by 
could I'attend to! them: "Noto: 
the missionaries"have large schools, but 
there are also associations of bodies in : 


England and the United States, who 


maintain, very large and well condueted 
establishments, in which the educate 
gratuitously all who choose to attend, — 


old or young, Moslem, Jew, ‘or Chris- ’ 


tian; and’ the King of Prussia is also ° 
founding a similar institution, hand~: 
somely endowed.” 


Mr. Wilberforce in Old Age. 
Religion in early life is the best pre- . 
for a cheerful old age. Of 
r. Wilberforce, in his declining years, ‘ 
we are told that a stranger might have” 


noticed that he was more uniformly » 


cheerful than most mien of his time of : 
life. Those who lived most continu- . 
ally with him could trace distinctly in 
his tempered sorrows, a sustained and | 
almost child-like gladness of heart, the 
continual présence of that “‘ peace which | 
the world can neither give nor take 
away.” The pages of his later journal : 
are full of bursts of joy and thankful- . 
ness; and with his children and his 
chosen friends, his full heart swelled 
out ever in the same blessed strains; 
he seemed too happy not to express his 
happiness; his ‘song was ever of the 
loving kindness of the Lord.” An oc- 
casional meeting at this time with some . 
who had entered life with him, and. 
were now drawing nearly to its close, 
with spirits jaded and temper worn in 
the service of pleasure or ambition, 
brought out strongly the proof of his 
better choice. ‘ This session,” he says, 
‘IT met again Lord , whom I 
had known when we were both young, . 
but of whom I had lost sight for many 
ec He was just again returned to 
arliament, and we were both locked up 
together in a committee room during a 
division. I saw that he felt awkward 
about speaking to me, and went there- 
fore up to him. ‘You and I, my lord, 
were pretty well ‘acquainted formerly.’ . 
‘Ah, Mr. Wilberforce,’ he said cordi- | 
ally; and then added, with a deep sigh, 
‘you and I are a great many years 
older now.’ ‘ Yes, we are; and fot my 
part I can truly say, F do not regret it.’ 
‘Don’t you?’ he said with an eager and 
incredulous voice, and a look of wonder- 
ing dejection which I never can forget.” 
—London Visitor. 


MINISTERIAL TACTICS. 


It is well known that when the late Rev. 
Rowland Hill of London commenced 
his ministry, some eiglity years ago, ’ 
there was in many parts of England a. 
settled aversion to evangelical religion, 
so that, notwithstanding his position in 
life and his eminent talents, he was not 
unfrequently the object of persecution. 
On one occasion he had intended to 
preach at a large seaport on the western 
coast; but a considerable number of 
sailors, under the influence of the eccle- 
siastical leaders of the district,.assem- 
bled together, swearing that he should 
not preach. In the very height of their 
threatenings he arrived on the spot, and 
inquired, with all the indifference of an 
entire stranger, what was the matter. 
He was informed that no preaching 
could be permitted, and that any at- 
tempt to introduce it would only. call 
into use the bludgeons with which some 
hundreds of them were armed. ‘Well, 
well, gentlemen,” said he with the most 
perfect good temper, ‘“‘if you say there 
shall be no preaching, of course I shall — 
submit to your wishes. I did not in- 
tend to say any thing to offend you; I 
only meant, if I had preached, to have 
said somewhat from [naming a text,], 
and then just to have remarked—.’ 
By this time his commanding person, 
gentlemanly address, and a voice com- 
bining music and power, had awed 
them into silence, and for three-quar- 
ters of an hour or more, he went on to 
tell them what he would have said if. 
he had preached, till his whole audience 
were in tears. We need only add 
that their prejudices were subdued; he 
ary again and again, and thus 
aid the foundation of a very large and 
prosperous church. How much better 
was this than either scolding them, or 
appealing to the arm of the ‘law for 
protection! 

At another time, while he was visit- 
ing his father and family at Hawkstone 
Hall, he was earnestly entreated to visit 
a neighbouring town, where the small 
meeting-house had been closed by the 
hand of violence, and whose inhabitants. 
were entirely without evangelical in-. 
struction. On his arrival, the house 
was crowded, chiefly with enemies to 
the gospel, and his friends entreated 
him not to preach, as among other 
plans the opposing party had obtained. 
the presence of s most notorious prize 
fighter, on purpose to annoy the preach-. 
er personally. But Rowland Hill was. 
one of the last men’ in the world to 
flinch from an encounter like this. He 
declared ‘that ‘he ‘would preach, even 
though he died in’ the attempt; and 
having obtained an exact description 
of the person and dress of the prize 
fighter, he made his way, unguarded 
and alone, to the pulpit... Looking 
around him from the pulpit, as-he never 
failed to do, his eye caught the pugilist, 
whom he very respéctfully beckoned to 
him. ‘The man, apparently fall of fury, 
ascended the pulpit stairs, when ‘he told 
him that his name was’ Rowland Hill, 
that he was the son of Sir Richard Hill 
of Hawkstone Park, and‘a clergyman; 
that he was come to the town to preach, 
and had been told. that some bad mea 
intended to disturb him; that he had 
full confidence .in- his talents as a prize 
fighter, and therefore put: himself under, 
his protection as gentlemén 5 that: 
any disturbaticé ‘should arise; he should 
tely'ipon him’ to ‘quell'it at’ the 
close of the ‘service he shoutd ‘be glad 
if he would accompany him in his caf- 
riage to dine at Hawkstone. The fury 
of the man was, entirely subdued; ‘he 
promised best, efforts to maintain 
quietness, which he:actually did secure, 
and went away at the end of. the ser- 
vice apparéntly ashamed’ that. he had 
interrupted so complete a -gentlemen in 
his wishes to do poo Dia not’ this 
conduct show that ‘Mr. Hilt understood 
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Porzry.—We insert on our first page a | 


very instructive document, which has just 


the“ epiritualarms” to put down a jour- 
nal in’Malta which had presumed to “in- 
terpret Scripture contrary to the: sense of 
the Chuteh.”. The’ editors of two other 
journhls he seriously admonishes, warning 


them that the tendency of their teachings 


was to lead men sway from “that Church, | 


out of which there’is neither strength nor 
salvation,” and threatening more decisive 
measures against them should his remon- 
strance be unheeded. 


Ancn Street PrespyTerian 
The addition to the Arch street Presbyte- 
rian church, Philadelphia, Rev. Mr. Wads- 
worth'’s, has been commenced. The ad- 


dition consists of an edifice 71 by 51 


feet. ‘The lower floor will contain a 
session room 52 by 48 feet, and a par- 
lour and study for the accommodation of 
the. pastor. The second floor. will be 
divided into two school-rooms, and being 
on a level with the galleries of the 
church, will allow the pupils of the Sun- 
day School to pass immediately to their 
seats. This addition will be of the same 
height, ‘and uniform in appearance with 
the church building. — 


_Arruictive Event.—We regret to learn 
that the Presbyterian church of San Fran- 
cisco, California, of which the Rev. Albert 
Williams is pastor, was totally destroyed 


by the fire at that place on the 22d of June. 


last. Our readers will recollect that it is 
but.a few months since it was dedicated. 
The loss, of course, is a severe one to the 
congregation. 


Dr. Sprino’s ANNiveRsaRY SERMON.— 
On Sabbath last, 3d inst. Dr. Spring of 
the Brick Church, New York, preached 
on the forty-first anniversary of his settle- 
ment in that church. His text was Psalm 
cxix. 89: “For ever, O Lord, thy word is 
séttled in heaven.”” The effort was one 
of his very best, and secured the uninter- 
rupted attention of a large audience for 
more than an hour. He forcibly contras- 
ted the mutability of all earthly things with 


the stability of God’s word; he had wit- 


nessed in his long ministerial career many 
evidences of the former,and had a happy 
experience in the latter. His allusion to 
_ the circamstances of his pastoral connec- 
tion with his people, many, very many of 
whom he had followed to the grave, was 
very affecting. Dr. Spring is the oldest 
settled pastor in the city of New York. 
Long has he adorned the pulpit, gratifying 


has been his ministerial success, and vari- 


ous and edifying have been the works 
which he has committed to the press. 
His bow still abides in strength, and with 
multitudes, it is our prayer that he may 
yet be spared to preach many more anni- 
versary sermons, before he is called hence 
to receive the gracious reward of the Mas- 


ter. 


Cotteczk.—We understand 
that the Rev. Dr. McLean, President of 
Lafayette College, preached on last Sab- 
bath, 3d inst. in the Presbyterian church 
in the town of Huntingdon, Pennsylvania, 
and on Monday secured from the congre- 
gation one thousand dollars toward the 
endowment of the College. This is a 
noble subscription for that people, evin- 
cing not only their liberality, but their 
attachment to the Institutions of their own 
Church. If we are not greatly mis- 
taken, this is the earnest of a subscrip- 
tion by the churches in the large and in- 
fluential Presbytery of Huntingdon toward 
the endowment of Lafayette College. We 
know the President anticipates much suc- 
cess in this interesting field, and we trust 
he will not be disappointed. We are re- 
quested to state that our correspondent 
who gave an account of the commence- 
ment exercises of Lafayette College in our 


paper last week, was in error in regard to 


the time when the next session will com- 
mence. He stated that it would be on the 
11th, whereas it will be on the 3d of Sep- 
tember next. | | 


INFIDELITY France.—The following, 
from the French correspondent of the Lon- 
don Christian Times, presents a melan- 
choly history of the teachings in the philo- 
sophical schools in France. 

«Come to the Professor’s chair, sur- 
rounded by eager youths, in the Place des 
Petits Peres—M. Aug. Comte, Free Pro- 
fessor of Positive Philosophy, is speaking. 
He is classifying the philosophers of an- 
cient and modern times, and has named 
. » Jesus Christ. He makes a sudden 
stop, and then asks his hearers, ‘ Where 
shall we place him? I have long hesi- 
tated, but at length have come to the con- 
clusion that it is a personage which does 
not exist; for philosophy he is not come, 
(il est non advenu.) St. Paul is a much 
reater figure, though it has great faults— 
that of Christ is an’ usurper.’ Cast a 
glance over the new work of M. Michelet, 
andi see the words—* The day in which 
the Revolution, raised up again after half a 
century, will restore France to herself, she 
will commence by necessarily placing her- 
self in her own truth, which is the fact of 
being a religion, and by raising fo her- 
self an altar. He then proposes that this 
altar,a mass of rock, should support the 
figure of France, as a mother with her sons 
dround her, and ‘God in her looks!’ 
That standing, as on two advanced pro- 
montories, fulminating the laws of the Re- 
volution, should be Mirabeau and Danton; 
above them should be seated the two kings 

* modern thought, Voltaire and Rousseau, 

hile below, inscribed’ on brass or sculp- 
tuted stone, should be the statues or names 
of all the martyrs of liberty and heroes of 
the Revolution; ‘for the Revolution of 
ninety-three,’ mays he, the founda- 
tion of a new religion, the religion of Jus- 
tice, in contradistinction to that of the mid- 

le ages, the religion of Grace.’ ‘his al- 
tar should be on the Plece de la Concorde, 
afid all public acts, all marriages, &c., 
should take ‘place at its foot! ‘Turn into 


our workmen's rooms; take the most intel- 
ligent or the most debased, s of reli- 
gion, they will laugh and .you that 


there is none-but that of attaining and se- 
curing a8 much enjoyment and as litile 
misery in the world as can be; sinh is to 
them not sin, and futurity a vain dream; 


~ 


_SATURDAY, August 9, 1851. ‘have mutilated the word 


en. promulgated in Malta by the Arch- 
_bishop of Rhodes. The Archbishop uses. 


en, casting the 
men into unbelief? “Whot “Those -who 
word of God and 
preached their own words; who have 
made s traffic/ of things they call holy; 


‘who’ have substituted forms for religion, 


ceremonies for piety, truth for falsehood.” 


Dr. Bacon.—The Rev. Dr. Leonard 


‘Bacon, tow on his travels in the East, 


gives in the New Fork Independenta long 
and graphic account of his perilous adven- 
tures with Kurdish robbers, among whom 


} hig. property and life, as well as those of 
| bis party, were in imminent danger. His 
final escape was by a marked providential . 


interposition. The narrative is too long 
for our columns, and cannot well be 
abridged. 


= 


Annual Report of the Board of Domes- 
tic Missions has just been issued from 


the press. It is in all respects a high-: 
ly interesting document, prepared with 
much ability and care, and exhibiting in a 


satisfactory manner the successful opera- 


tions of that great arm of our ecclesiastical | 
system. Under the judicious and skilful ; 
direction of its present Corresponding Se- | 


cretary, we may expect a still greater ex- 
pansion of its operations. The Board of 
Domestic Missions is deservedly a favour- 
ite with the Church. It is worthy of all 
the affection that can be bestowed on it. 
Confidence in it cannot well be misplaced. 


At the present season the large drafts on ‘ 


its treasury should be met by prompt and 
liberal contributions from the churches. 
This hint should not be neglected. No- 
thing tends so happily to encourage the 
exertions of its immediate directors as the 
substantial evidence of interest in its con- 
cerns which the churches have it in their 
power to give. 


Tue Loss Repairep.—lIt is remarkable 


that the Presbyterian Church is nearly as 
large at present as it was before the exclu- 
sion and secession of the New-school party 
thirteen years since. This will appear 
from the following comparison : 


In 1837. In 1851. 
Synods, 23 23 
Presbyteries, 135 134 
Ministers, 2140 2027 
Licentiates, 280 237 
Candidates, 244 381 
Churches, 2865 2675 
Total of members; 220,557 210,306 


MINUTES oF THE AssEMBLY.— We notice 
an error in the printed Minutes of the 
General Assembly, which we think it ne- 
cessary to correct, in order to prevent the 
misdirection of letters. In the General 
View of Synods the name of William M. 
Engles is erroneously given as the Stated 
Clerk of the Synod of Philadelphia. The 
Rev. Silas M. Andrews is the Stated Clerk 
of that Synod, and his name is inserted by 
another error as Clerk of the Synod of 
Pittsburgh. 


— 


TraFFIc IN IGNORANCE.—Warren, in 
his notices of Northern Brazil, exposes the 
artifices of the Romish priests in swindling 
the poor, blinded population out of their 
money. The following may be taken as a 


sample. 

‘The most profitable branch of their 
profession is that of consecrating small 
stones, shells, and other articles of trifling 
value, and then vending them to the natives 
at enormous sums, as sovereign charms 
against certain diseases or evil spirits. We 
noticed that every black or Indian we en- 
countered in the streets had more or less of 
these baubles strung about hisneck. Even 
Chico, our invaluable cook at Nazere, had 
at least a dozen of them, for which he had 
paid as many dollars, and sincerely believed 
in their power of warding off the different 
evils for which they were severally intended. 
Whenever one of these ‘holy trifles’ is 
found in the streets, it is carried immediately 


by the finder t» one of the churches, and 


there suspended on a certain door, where 


the original owncr may, in his search, re- 


cover it again.” 


— 


TraveL.—This is the season for travel- 
ling. Many homes are deserted. The 
places of fashionable resort at the sea-side, 
in the mountains, at the medicinal springs, 
as well as the farm-house, with its more 
humble inducements, are crowded, while 
the streets of our large cities are compara- 
tively deserted. Some are in search of 
health, some seek relaxation from the pres- 
sure of business, while many more, may 
we not say the large majority? are fleeing 
from ennui, or, in other words, endeavour- 


ing to flee from themselves. They have | 


comfortable homes, perhaps furnished with 
all the luxuries and elegancies which wealth 
can confer, and are still unhappy and dis- 
contented. They want variety, change of 
company, change of scene, and imagine 
that happiness is more likely to be found 
abroad than at home. It is a vain pursuit. 
Happiness consists not in outward appli- 
ances, but in the well ordering of the 
thoughts and affections. Any place may 
be converted into an elysium, where the 
soul reposes in God, and derives its strength 


and its enjoyment from his friendship. 


Icnorance.—Last month 
Count de Bocarme was executed in Bel- 
gium for the brutal murder of his brother- 
in-law. The circumstances attending the 
murder were revolting almost beyond pre- 
cedent. The Count, from his position in 
society and from his many influential 
friends, entertained strong hopes of ward- 
ing off the penalty of the law; but the 
case was so aggravated that no interces- 
sion in his behalf could avail, and at 
length. he was told that there was no 
hope, and that he must now turn his at- 


‘tention to the salvation of his soul. To 


this the miserably deluded wretch replied, 
“That is the affair of a priest.” What 
must be thought of the instruction which 
he had received from his spiritual advis- 
ers, when he could thus regard the salva- 
tion of his soul as the affair of a priest! 
and yet such is the fair and legitimate in- 
ference which every one under Papistical 
direction may draw from the doctrines in 
which he has been instructed. A few 
prayers recited to the Virgin Mary, con- 
fession to a priest and priestly absolution, 
and extreme unction, are all that are ne- 
cessary. to the salvation of the most de- 
praved culprit! 


Porsem Acongssion Brrt.—By our last 
European: advices, we learn that this Bill 
has finally: passed through the British Par- 
liament. © ‘The House of Lords adépted it 
by a large majority, as did the House of 
Commons. We are not yet able to state all 
its provisions, but we have observed that 
the amendments it has received in Parlia- 
ment, have rendered it far more efficient 
than it was when it came out of the hands 
of the Prime Minister. 


New Presbyterian Board 
of Publication has just issued a First Pic- 
torial Book for children, which, in all the 
appliances of the printing art, is a truly 
beautiful book. In the firm and pure tex- 
ture of the paper, in the elegance and 


| number of its engravings, and in the varie- 
_ | ty and appropriateness of its matter, it will | 
| not soon be surpassed. If parents will let 
| their children once see it, we will guaranty 


Boarp or Domestic Misstons.—The they will have no peace until they give 


them full possession of it. 


Rerord. 


The church of Donegal, Lancaster coun- 


ty, Pennsylvania, have given a unanimous 
call to Mr. James Rogers, late of Princeton 
Theological Seminary, New Jersey, to be- 
come their pastor. Correspondents will 
please address him at Mount Joy, Lancas- 
ter county, Pennsylvania. © 

The church at Marietta, Pennsylvania, 
has unanimously called Mr. William A. 
Rankin, of the last class from the Prince- 
ton Theological Seminary. 

The Rev. Mr. McNair of Lancaster, 
Pennsylvania, has received a unanimous 
call from the church at Clinton, New Jer- 
sey. 


— 


RECENT PUBLICATIONS. 


Tax Porputan Crcrorzpra or LiTEera- 
TURE, condensed from the larger work. By John 
Kitto, D.D., F.S.A., author of the « Pictorial 


Bible,” &c. Assisted by the Rev. James Taylor, 
D. D., of Glasgow. [Illustrated by numerous en- 
gtavings. Boston, 1851, Gould & Lincoln. Royal 
8vo, pp. 800. 


It affords us much gratification to see 80 


| early an American re-print of this valuable 


abridgment. It is not more than one-half 
the size of the original work, so highly 
appreciated for its learning and general 
ability, and yet embraces all which most 
readers would desire in a Biblical Cyclo- 
pedia. The indefatigable and laborious 
editor, with his able assistant, have, as far 
as we can judge, accomplished their task 
in a most satisfactory manner. We, of 
course, do not endorse all the views ema- 
nating from so great a variety of authors as 
were engaged on the original work; it 
could not be expected that they would be 
entirely harmonious among themselves ; 
much must be left to the discrimination 
and discretion of the careful student; and 
yet, as a whole, the book may be com- 
mended strongly for its research and learn- 


ing. The American edition is handsomely 


printed and most abundantly illustrated, 

and we hope the enterprising publishers 

may be amply remunerated. 

Tar Ittap or Homer, according to the text of 
Wolf; with Notes for the use of Schools and Col- 
leges. By John J. Owen, D.D., Professor of the 
Latin and Greek Languages and Literature in the 


Free Academy of the city of New York. New 
York, 1851, Leavitt § Co., 12mo, pp. 740. 


It is one of the cheering signs of the 
times that so many of the learned are em- 
ploying their time in the preparation of 
carefully revised editions of the classics for 
the use of schools. The volume before us 
is one of this class. The great Greek epic 
has the advantage of a correct text, a clear 
and beautiful typography, and a large body 
of English notes, evincing on the part of 
the editor a thorough understanding of his 
author, and his skill as an instructor in 
assisting the pupil to encounter and over- 
come the difficulties in his path. It is 
altogether a very eligible edition, which 
may safely be commended to the notice of 
teachers. 


Lecrurss on THE Lonp’s Prarer, by William R. 
Williams. Boston, 1851, Gould & Lincoln. 12mo, 
pp. 241. Sold by Daniels & Smith, Philadel- 
phia. 
A beautiful theme beautifully illustrated. 

Dr. Williams is already so well known by 
previous publications as to need no intro- 
duction as one of the most chaste, ornate, 
and impressive writers in our country. 
The Lord’s Prayer furnishes just such a 
subject as is calculated to draw forth his 
fresh thoughts, earnest feelings, and de- 
vout contemplations. The Lectures are 
full of rich instruction most winningly pre- 
sented. 


Travets 1x Tae Unirev &c., purine 
1849 amp 1850, by the Lady Emmeline Stuart 
Wortley. New York, 1851, Harper § Brothers. 
12mo, pp. 463. | 


Lady Wortley determined that her visit 
to the United States should not be the fore- 
runner of a book, and yet the temptation 
was so irresistible that a book it did pro- 
duce, and a right pleasant specimen of 
gossip it is. We like to hear an intelli- 
gent lady describing her first impressions, 
however mistaken they may be; and we can 
be amused even when she tells all the 
world who may read her book, that as far 
as she could judge, from spending a night 
or two at one of the hotels in the very 
noisiest thoroughfares in the city, that 
Philadelphia (poor quiet, quaker Philadel- 
phia) is one of the noisiest places she ever 
visited, and must, on that account, be a very 
undesirable place for residence! The 
book, however, although not always writ- 
ten in good taste, has one capital merit. 
Its aristocratic author came to our country 
without prejudices, without obnoxious pre- 
tensions, with a disposition to be pleased 
and to take things easy ; and hence she sel- 
dom offends by ill natured, fault-finding, 
John-bullish remarks. Indeed the time 
has passed when Englishmen can, with 
any show of impartiality, speak ill of the 
United States in her giant strides to great- 
ness. Even the supercilious sneers with 
which they once treated us, and which 
stung us tothe quick, we can now afford 
to laugh at. Our lady readers should, by 
all means, get Lady Emmeline’s book. 

Messrs. Lindsay and Blakiston of Phila- 
delphia have republished the “ Half- 
Yearly Abstract of the Medical Sci- 
ences,”’ edited by W. H. Ranking, M. D., 
and extending from January to June. 
We have before had occasion to speak 
of the value of this republication, in which 
she American physician has, in a con- 


| densed form, the most recent and valuable 


medical and surgical fnformation from 
British and Continental writers. The 
present number contains 324 
and is sold at 75 cents, 
From Phillips, Sampson & Co. of Bos- 
ton we have received the closing triple 
number of their truly elegant edition of 
all of Shakspeare’s Works. They have 
fully redeemed their pledge, to furnish the 
very best and most beautiful American 
edition of the works of the great dra- 
matist. 
_ The Presbyterian Magazine for August 
comes to us with well written articles of a 
practical cast, and with an agreeable mis- 
cellany. | 


The International Magazine for August 
is a capital number, abounding in variety. 


From Leonard, Scott & Co. we have re- 
ceived the July sumber of the Westmin- 
ster Review, which we have not yet had 
time to examine. 

The Medical Examiner for August 
maintains the high character of the work. 


We have received parts 8 and 9, of Messrs. 
Harper’s re-publication of Mayhew’s inter- 
esting sketches of London Labour and the 
London Poor; the Protestant Quarterly 
Review for July; Littell’s Living Age, 
numbers 376 and 377; the African Re- 
pository and American Magazine for July; 
and the Missionary Herald, Christian In- 
structor, the Covenanter, Sailors’ Magazine, 
Home Missionary, Forrester’s. Boys’ and 
Girls’ Magazine, and Woodworth’s Youths 
Cabinet for August. 


A VISIT TO MONJAVOULT. 
[CORRESPONDENCE OF THE PRESBYTERIAN. | 
Paris, July 20, 1851. 
Messrs. Editors—Some months since, I 
told you of a village named Monjavoult, a 
portion of the population of which, Catho- 
lic as it had been, had declared itself Pro- 
testant, and had requested from the Con- 
sistory of Paris a Protestant teacher, and 
the preaching of the gospel. Perhaps you 
will not have forgotten, that as the mayor 
of the village had interrupted the exercise 
of worship by the intervention of armed 
force, the Consistory had recourse to the 
superior authority, which redressed the 
evil complained of; since that time, wor- 
ship has been celebrated without hinder- 
ance. Until the appointment of a pastor 
for this village, and for several others 
which manifest similar dispositions, the 
pastors at Paris go and preach alternately 
every two weeks, at Monjavoult; the 
teacher who resides constantly there, pro- 
vides to the best of his ability for the 
intervening Sabbath. | 
_ Being at leisure last Sabbath, I availed 


myself of it to goand preach at Monjavoult, |. 


and form an acquaintance with this little 
infant church, which, as yet, I had not 
visited. I have fancied that a brief narra- 
tive of this excursion would not be devoid 
of interest to your readers. 

I left Paris on Saturday, at four o’clock, 
P.M., by the Rouen railroad. In an hour 
afterward, I arrived at Meulan, where a 
branch omnibus carried me, in two hours 
and a half, to Maguy. I was still an hour- 
and-a-half’s walk from Monjavoult; as I 
would have arrived too late at the village, 
I postponed this walk till next ‘morning, 
and slept at Maguy. I was accompanied 
by a colporteur, who distributes the Holy 
Scriptures, under my direction, at Paris. 

From Meulan to Maguy we travelled 
in company with a young man from Paris, 
whose family is at Maguy, and who is well 
acquainted with the population of the coun- 
try. He described it to us as an honest, 
substantial, and but little religious popula- 
tion. The priests are without influence, 
which is owing in a great measure to their 
being but poorly qualified for their office. 
They have been educated in the Seminary 
of Versailles, capital of the Department of 
Seine and Oise. But here is what takes 
place at this Seminary, and at the great 
majority of the Roman Catholic seminaries 
of France. Out of the eighty-six depart- 
ments which France includes, there is but 
a small number of them, twelve or fifteen, 
perhaps, which have religious spirit enough 
to furnish numerous priests for the church- 
es. Hence it results, that the seminaries of 
these privileged depertments are incum- 
bered, while those of the other depart- 
ments want pupils. In order to restore 
the equilibrium, the former decant their 
excess into the latter; but it will b® readily 
understood that they keep the best pupils 
for themselves. This the seminaries of 
the least religious departments (I use the 
term religious in the Roman Catholic 
sense,) fill their vacarcies with the refuse 
pupils of the other seninaries. 

On Sunday morniny, at seven o’clock, 
my colporteur and I started on foot for 
Monjavoult. We hadnot walked half an 
hour when we fell in with a peasant of 
Valécourt, (a depende:t hamlet of the par- 
ish of Monjavoult,) wlio came to meet us. 
His name is Mignot; and he is the most 
decided and enlightenel man among these 
new Protestants. . He vas formerly a cho- 
rister of the Roman Catholic church of 
Monjavoult, and beside, employed by the 
mayor for the improvenent of his property. 
He lost in succession roth of these little 
posts when he showed an inclination to 
Protestantism. But heowns a property 
himself, sufficient for tle support of his 
family. His fatherand nother were deep- 
ly afflicted on learning the news of his 
change; but having seet and conversed 
with him, they have so far returned from 
their first impression thit a part of his 
family, at present, attenl the Protestant 
worship; his father come to it pretty fre- 
quently. Mignot has set up Bible-read- 
ings at his house, of whici his neighbours 
avail themselves; he expains the Scrip- 
tures to them according tohis knowledge. 
I dare not say that there arein him already 
the symptoms of a spiritual work; but he 
begins to understand the detrine of salva- 
tion, and, as far as I am abs to judge, he 
honours it by his conduct. One thing 
about him, and also among the greater part 
of these peasants, has imprested me as a 
favourable symptom: it is that they do 


not (as I have oftener than onc observed 


elsewhere) affect to speak of the errors of 
the Roman church. They say what is 
necessary concerning them ; nothing more. 
This makes me hope that the movement 
has a positive, and not merely anegatwe 
character; which is a very important point, 


THE PRES BY TERIAN. 


-both as to the purity and daration of the 
movement. 


pages, |. 
? ‘we approached Monjavoult, across a very 


Engaged in conversation with Mignot, 


fertile and highly cultivated country. The 


abundant rains which fell last week had | 


given life to the fruits of the earth, espe- 
cially to the several kinds of grain, and 
raised again the drooping spirit of the 
labourer ; the crop, about which, owing to 
the drought, they began to entertain seri- 
ous apprehensions, appears as if it must 
be a very fine one. Our attention was 


directed, as we went along, to hollows, | 


beneath the rocks, (there are many quarries 
in this part of the country) where abun- 
dance of shells are found, and particularly 
sharks’ teeth; whence they are called 
shark-holes.. Long before arriving at our 
destination we descried Monjavoult, (Mons 
Jovis) built on the top of a small circular 
hill, of considerable height, which over- 
looks the surrounding plain. Onthe high- 
est point of this hill, and on the very site 
which, in former times, a temple of Jupi- 
ter probably occupied, a large and hand- 
some Roman Catholic church has been 
erected, with which four or five hamlets, 
built at the foot of the hill, are connected. 
One of these hamlets, through which lies 
our road, is Valécourt. Besides Mignot’s 
family, we visited an aged couple there, 
of the name of Lesueur. Madame Le- 
sueur, though she is a peasant, was a sister 
of General Pelletier, and a near relation 
of another of Bonaparte’s generals. These 
two aged persons, the wife especially, read 
the Bible’ constantly, and have joined the 
little Protestant church. Their age pre- 
vents them from statedly going up to the 
chapel for worship; Lesueur, however, 
makes occasional exceptions to this rule, 
for the sake of hearing the gospel. They 
have a daughter, who, having been placed 
in communication with some Protestant 
relations, became a Protestant several 
years before her parents. She is at pre- 
sent an instructress in England. informed 
by her relations of what was taking place 
at Valécourt and Monjavoult, she was 
greatly rejoiced at it, and wrote them a 
very interesting letter on the subject, which 
they handed me to read. This letter, 
written in an entirely Christian spirit, has 
gone the rounds of the vicinity, and has 
contributed to strengthen the good disposi- 
tions of many. 

But I am stopping too long on the road: 
we arrived at length at Monjavoult. The 
first thing which drew my attention, while 
crossing a field that would bring me to the 
village, was a quite new and pleasant- 
looking house just before me, which is so 
situated as to enjoy a charming prospect 
and excellent air. ‘‘ What pretty house is 
that?”” said Ito my guide. “That is the 
house of Mr. Bénech, our schoolmaster. 
That window which you see, on the right, 
belongs to the school, and that appendage 
which you observe, on the left, is our 
church.” By these words I perceived 
the dishonesty of the municipal authority. 
The magistrate had made opposition fo the 
premises chosen for the school, which le- 
gally signifies that the location is unhealthy, 
or that the building is ready to fall. 
it would be difficult to find, throughout the 
whole of France, a site more open, airy, 
and salubrious; and as for the building 
threatening to fall, that is rather unlikely, 
since, first, the house is but three years 
old, and next, the school is on the ground- 
floor! However, as the Mayor made op- 
position, it became necessary to wait on. 
the official wire-drawing, before the school 
could be opened. The Academic Coun- 
cil, which sits at Beauvais, (Monjavoult 
being in the Department of Oise, on the 
border of the Department of the Seine 
and Oise,) sent an Inspector to examine 
whether there were grounds for the oppo- 
sition of the Mayor. The Inspector, an 
honest man, saw immediately how the bu- 
siness stood, and drew up a report favour- 
able to the opening of the school. This 
report was submitted to the Academic 
Council, who had nothing serious to ob- 
ject to it; but a defect in the form was de- 
tected—the Inspector had not exactly indi- 
cated the time since the house was built. 
Hence, a new commission tothe Inspector 
to prepare a new report. “ They like me 
no better than they do you,” said he, on 
arriving, to our teacher. His new report 
was soon prepared; he certified in it that 
the house had been built three years ago, 
which did not permit the Mayor to expect 
that the walls were still damp. This time 
the Academic Council yielded at last to 
evidence, and ordered that the school 
should be opened. But as the Council 
seldom assembles, (but once a month, I 
believe,) three months glided away in 
these worse than useless formalities. The 
Protestant children were thus for three 
months without lessons: the Devil did 
not altogether lose his pains. Be this as 
it may, the school is open now, and goes 
on well; so well, that the Catholic parish 
schoolmaster, who had hitherto flattered 
himself with the expectation that his Pro- 
testant brother-teacher would be forced to 
quit, perceiving his hope decisively disap- 
pointed, thinks now, it is averred, of de- 
parting himself. 

While waiting for the hour appointed 
for religious service, I went, accompanied 
by Mignot, Mr. Bénech the teacher, and 
Schafner the colporteur, to make a round 
of calls among some of the Protestant fa- 
milies of the village. We were made 
very welcome every where. One of 
these families is that of a wine-dealer 
and tavern-keeper. Sad vocation! for all 
its gains are reduced, or nearly so, to the 
profits of sales on Sandays and holidays. 
This merchant sometimes gains in a sin- 
gle day (the festival day of the village,) 
200 francs; this suffices to pay two-thirds 
of his house-rent. It is not our province 
to press them to abandon their business: 
we would run the risk of laying on them 
heavier burdens than their faith can 
bear. But they themselves feel the de- 
sire of turning their hand to something 
else. The husband and wife take such 
measures as enable them, in turn, to at- 
tend on the worship. I saw the woman 
at church on Sunday, although it was a 
high festival; I was delighted at this. 
Passing near the house where Mignot 
formerly worked for the Mayor, I read 
this inscription on the wall: “ The Pro- 
testant villain Mignot.”’ | 

Our round of visiting was followed by a 


| little Sunday school, 


Now, | 


‘for the children, 
which I held in the schooktoom; after 
which I preached in the church, if this 
name may be given to a barn, of but very 
small dimensions moreover, which has been 
arranged with moderate success, after the 
manner of achurch. My humble audience 
appeared to me to listen attentively to the 
word of God, notwithstanding a consider- 
ably inconvenient degree of heat, as it 
was the middle of the day. I spoke from 
Phil. iii. on the Christianity of the apostle 
Paul. After sermon, Schafner, assisted by 
Mignot, made a large distribution of tracts. 
Publications of this kind are in great de- 
mand among the peasantry; they peruse 
them and re-peruse them, and get others to 
read them ; from this we learn how precious 
a treasury a fract society is to a country. 
The Bible, also, is in much demand. 
The schoolmaster’s stock was exhausted, 
and a colporteur who lately travelled all 
over the country, met every where with 
the most encouraging reception. In con- 
versing with these peasants, I found them 
generally quite intelligent; they knew well 
what they. were doing, and caught distinct- 
ly the difference between the truth which 
they heard to-day, and the error which 
was preached to them formerly. rat) 
After the service closed, a Roman Ca- 
tholic, foreman of a manufactory in the 
neighbourhood, at Gisors) informed me 
of his intention to become a Protestant. 
There also came forward to me a young 
man, of the vicinity of Monjavoult, who 
asked me what he behoved to do, in order 
to qualify himself for a Protestant school- 
master. This young man is disinterested 
in his proposed object; for he belongs to 
a wealthy family, and he would have to 
make pecuniary sacrifices, in order to pass 
through the preparatory studies required 
of our teachers. He is, in other respects, 
intelligent, and, considering his position, 
educated. Formerly altogether sceptical, 
he has discovered in the gospel, the saving 
truth, of which he stood in need. I hope 
that we may find in him a good teacher. 
Perhaps other labourers will be furnished 
to us by this very locality, for the field of 
the Lord. This young man made me 
think of our excellent brother, Barnier of 
Laforce, on whom the pastor John Bost, 
happened, one day, on a highway, exhib- 
iting a waxen image of the Virgin, in 
order to gain his livelihood, very miserable 
in every way, and lame to boot. John 
Bost took pity on him, and announced the 


gospel to him; and now Barnier, having 


quitted his old way of life, gave himself to 


the Lord in the first place, then to John 


Bost, and has become to the church of 
Laforce an excellent teacher, and to John 
Bost himself a beloved and _ valuable 
brother and fellow-labourer in the Lord. 
Verily, the ways of God and his faithful- 


ness to bestow reward are marvellous! 
* 


FORRIGN ITEMS. 


Tue Dear, Dums, Biinp.—The 
following is a copy of a letter received last 
week by Mary Bradley, the deaf, dumb, and 
blind pupil of the Manchester (England) 
Deaf and Dumb Institution from the well- 
known Laura Bridgman, who is similarly 
afflicted 

“ Boston, (U. S.) May 16th, 1851. 

“ My Dear Little Mary Bradley—I am 
so very glad to write you a letter again. I 
rejoice very much to have a very good op- 
portunity to send you a letter by — 
congratulate you upon your happiness very 
greatly. I havea great deal of sympathy 
for you; also I take a great deal of interest 
in you. Iam in the hope that you may be 
so very happy, being educated, for many 
years. I am very glad to think that you 
are living with your best friends: I should 


like to come to visit you extremely indeed. . 


I should like to talk with you so much. I 
trust to God that he will constantly give 
you an immense number of blessings. I am 
very sanguine that you will be blest with a 
great many friends; and I hope that you 
will write mea long letter as soon as you 
can. I doubt whether you can talk with 
your fingers or not. Do you know how 
to write? I cannot imagine what the reason 
is why you delay so long replying to my 
letter; but I do not blame you for neglect- 
ing me so long atime. I hope most con- 
fidently that you may apply yourself to 
study with a great deal of zeal and patience. 
You will be really glad when you persevere 
very well in learning many difficulties. I 
hope, of course, that you will be encouraged, 
and so much contented with our studies. 
You will enjoy your life very much, I 
assure you. Adieu, from your affectionate 
friend, Laura H. Bripeman.”’ 


Layarp.—Mr. Layard, it is said, will 
be obliged to return to England from Baby- 
lon, in consequence of the expenditure of 
all the funds placed at his disposal. 


Tue or Juty.—This great 
Protestant anniversary passed over quietly 
in Belfast, Ireland, and, so far as we have 
been able to learn, there was neither excite- 
ment nor display in any town or district 
throughout the province. 


Hrnpoos.—Some small share of atten- 
tion has lately been directed to a move- 
ment among the orthodox Hindoos, de- 
signed to counteract the efforts of the 
Christian Missionaries. The plan is to 
allow the converts to Christianity to be re- 
ceived back into the Hindoo communion 
on the performance of certain ceremonies. 


THe Crystat Parace.—lIn order that 
this magnificent structure shall not ut- 
terly perish from the memory of men, 
Messrs. Roberts, Haghe, and Nash, three 
eminent English artists, intend making fifty 
highly finished drawings of the most re- 
markable portions of the building, which 
are afterwards to be transferred to stone. 


ProposaL ror A ProTesTanT CHurcH 
IN Rome.—As a counter project to the Ro- 
manist Anglo-Italian Mission, Dr. Cum- 
ming of London has offered to raise £100 
towards the erection of a spacious cathedral 
church in connection with the Church of 
England, in the centre of Rome, principally 
for the use of the English, and thence of 
other foreigners, as well as of the natives, 
with a thoroughly Protestant bishop and 
presbyters, Dr. R. Burgess has followed 
Dr. Cumming witn a promise to raise £200 
for the same purpose. 


ARRIVALS From NINEVEH.—Several cases 
containing some additional antiquities from 
Nineveh, arrived at the British Museum 
from Liverpool, and Mr. Layard and Colo- 
nel Rawlinson, assisted by the officers of 
the antiquity department, were occupied 
in unpacking them. A great variety of 
new and interesting objects have been 
brought to light, chiefly connected with 
the domestic economy and customs of 
the ancient Assyrians. ‘They principally 
consist of instruments and vessels of bronze 
and earthenware, several in a very per- 
fect state of preservation, others thickly 


encrusted with rust and broken to frag- 


ments. The use of some of them is quite 
inexplicable for the present, and must be 
left for future ingenuity and study to dis- 
cover. There are, however, bowls and 


te 


earthenware studs of different 
posed to be for harness; a perfect 
bronze wine strainer, similar to those in 
use at the present day; the hi of the 
gates of the palace; legs and feet of chairs; 
a curious mask of iron or bronze; richly” 
ornamented handles of various. kinds; a 
large wheel, or the bronze casing of it, 
broken into many pieces; one or two small 
glass vases of very beautiful colours; « 
quantity of cylinders about an inch and a 
half in length, carved or inscribed, one or 
two of them of a substance resembling 
— both in appearance and weight, 

ut the greater part of them of earthenware; 
a statue of a priest in stone, about four feet 
high and much ornamented, and with the 
peculiarity that the figure has no cap or 
covering on its head, and is apparently 
bald; and, lastly, several slabs of inscrip- 
tions. The study of these remains will, 
doubtless, throw much additional light on 
the imperfect knowledge we possess of the 
ancient and wonderful people to whom 
they belonged.— London Times. 


ANOTHER Roya PERSONAGE FOR THE 
Exuisition.—Letters from Samsoon to the 
19th of June announce the arrival there, 
from Bagdad, of his Majesty Ikbar-ud-Dow- 
lah, the ex-King of Oude, with a numerous 
suite en route for the London Exhibition, 
accompanied by a Mr. Robert Casolani, a 
native of Malta, who has resided some years 
at Bagdad, and whose services have been 
engaged as interpreter. His Majesty is de- 
scribed as a very entertaining, though by no 
means comely personage, of a dark bronze 
complexion, corpulent, and speaking only 
Arabic, unaccustomed to European man- 
ners, but determined to make the most in 
the way of sight-seeing during his contem 
plated year’s tour to Europe. 


Deatu oF A CENTENARIAN.—On Sabbath 
last there died, at her residence, one mile 
south of Fermanagh, an old woman mamed 
Peggy Kavanagh, at the very advanced age 
of one hundred and seven years. She re- 
tained all her faculties while she retained 
her breath. The youngest of her family, 
an orphan /ad of seventy, still survives her. 


Tue Exeter Diocesan Synop.—lIt is 
proposed to commemorate the Diocesan Sy- 
nod, lately held in this city, by raising a 
fund in aid of the erection of the new Dio- 
cesan Training College. ‘The subject has 


been taken up warmly by persons of great . 


influence and consideration, not only in this 
diocese, but in other parts of England.— 
Exeter Pauper. 


A Curious Derinition.—The Bishé@p of 
Exeter has lately declared that those who 
dissent from Episcopal views are not “ laity;” 
they are only “unordained persons,” 


Deatn or “Detta,” or Biackwoop’s 
Magazine. — The Edinburgh papers an- 
nounce the death, at Dumfries, of David 
Macbeth Moir, one of the sweetest of 
northern poets, the well-known “ Delta” of 
Blackwood’s Magazine, in the number of 
which eminent periodical for the present 
month a contribution of his appears, entitled 
Lament of Selim.’”’ Dr. Moir, who 
was a physician in extensive practice at 
Musselburgh, signalized himself from an 
early age in the fields of literature, and his 
**Mansie Wauch”’ (long attributed to John 
Galt,) and his “Legend of Genevieve,” 
were alone sufficient to establish his reputa- 
tion. 


Peace Coneress.—The annual meeting 
took place July 22d, at Exeter Hall, Eng- 


| land. The Rev. H. Richards, one of the 


secretaries, read the names of the proposed 
officers, among whom were Sir David 
Brewster, President, and Richard Cobden, 
Esq., and Richard Headley, Esq., Vice- 
Presidents for England. Mr. 
stated that the delegates for England, com- 
prised upwards of a thousand members, in- 
cluding many members of Parliament, liter- 
ary and scientific men, and upwards of two 
hundred ministers. Sir David Brewster 
took the chair, and addressed the meeting, 
as also did the Rev. Messrs. James Bock 
and Aspinwaljl, and Mr. Cosserel, in favour 
of the objects of the association. 


Mormonism were in 
January last, in England, 42 conferences, 
602 branches, 22 seventies, 12 high priests, 
1761 elders, 1590 priests, 1226 teachers, 
682 deacons, and 25,454 members, making 
a total of 30,747 saints. During the last 
14 years more than 50,090 had been bap- 
tized in England, of which nearly 17,009 
had emigrated from her shores to Zion. 


Crystat Patace.—Mr. Belshaw’s ele- 
phant has at last arrived from Essex, and 
been comfortably located in the Indian com- 
partment. He had not been an hour in the 
building when steps were taken to give him 
a truly oriental equipment. The Daily 
News says that among the ladies who visit- 


ed the Great Exhibition on Monday last, 


was one who was so stout that none of the 
many entrances in the transept were wide 
enough to admit her, and she, consequently, 
had to enter through the door allotted to 
pianos and other heavy goods, at the West 
end of the building. 


Mexico.—The Mexican debt due to 
England is 851 ,000,000—the Spanish claim 
$24,000,000, and the French claim some- 
what smaller than the Spanish. The ex- 
penses of the Mexican Government are 
$11,000,000, and her revenue $8,000,000. 


Deatu.—The Roman Catholic historian 
of England, the Rev. Dr. Lingard, recently 
died at an advanced .ge. He was speech- 
less some days before his death, and real- 
ized in his own case the picture he has 
drawn of the last days of Queen Elizabeth 
—having a dreadful horror of going to bed. 


Pustic Discussion wiTu RomisuH Prissts. 
—AIn a letter to the London Christian 
Times, Napoleon Russell says:—‘“lIt is 
now a month since I made the Jesuit Father 
Ravignan the following offer:—‘Let us 
choose a room; you shall speak in it for 
one-half hour; and for the next half hour I 
will simply read the Bible in the hearing of 
you Roman Catholics. If you refuse this 
offer, it will be known who it is that fears 
for his own cause, and who dreads the 
word of God.’ ‘To this proposition I have 
not, to the present day, received any reply. 


I now give public evidence of the fact, in 


order that it may be henceforth known who 
it is that fears for his own cause, and who 
dreads the word<of God.” 

Napoteon’s Motuer.—The mortal re- 
mains of Madame Letitia, (mother of the 
Emperor Napoleon,) and of Cardinal Fesch, 
have been removed from Rome to Ajaccio, 
in Corsica, the native place of the Bona- 
parte family. ‘The Corsican papers of the 
8th ult. contain long accounts of the cere- 
monies at the re-interment of the bodies. 
None of the meinbers of the Bonaparte 
family appear to have been present. 

Miss Tatsot’s Marriace.—Miss Tal- 
bot, the famous Catholic heiress who fig- 
ured so extensively a short time ago in the 
papers and in the Chancellor’s Court, was 
married on ‘Tuesday, July 22d, to Lord Ed- 
ward Howard, son of the Duke of Norfolk. 
The ceremony took place in the Roman 
Catholic chapel, Warwick street, the Rev. 
Dr. Doyle officiating. The Lord Chan- 
cellor gave away the bride. Low Mass 
was performed. A great crowd was pre- 
sent. 

Greece.—Dr. King was examined be- 
fore the judge on the charge of proselytism, 
on the 17th of May, fifty or sixty of his 
hearers having been previously examined 
as to his teachings. After answering awa- 
riety of questions, he was dismissed; and 
he writes under date of June 18, that he was 
preaching in Greek, as usual, and that on 
the previous Sabbath he had twenty hearers, 
“ The public feeling,” he says, “has greatly 
subsided. No communication has been 
made to me by the court in regard to my 
trial, since I last wrote; and I believe no 
action has been taken by the Senate or the 
House of Representatives.”? Several of 
those who had attended his preaching, how- 
ever, had suffered persecution in various 


vases, many richly chased; some dozens of ! ways. 


shapes, sup- 
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-Epucationat Convention.—The Ame- 
rican Association for the advancement of 
Education will be held thie year-in. Cleve- 
land, Obio, on the third Tuesday in the pre- 
sent month. This Institution was com- 
menced in the month of October, 1849, 
when a Convention of the Friendsof Uni- 
versal Education assembled in Philadelphia, 
and continued in session three days, It 
was composed of gentlemen from different 
pers of the United States, and from the 

ritish Provinces. A resolution was then 
adopted that @ pe mt association 
the advancement of education should be 
organized, and that meetings should be 
annually in different of North 
America. he Convention assembled a 
second time in Philadelphia, on the 26th of 
August, 1850, and was largely attended, 
during a session of three days. A Consti- 
tution was. adopted, and officers were duly 
appointed. Arrangements have been made 
with the Michigan Central Railroad Com- 
pany and the proprietors of steamboats run- 
ning in connexion therewith, for a free 
one from Cleveland to Chicago and 

ilwaukie, for members returning by the 
above route. Arrangements equally favour- 
able, it is anticipated, will be made w= 
steamers plying between Buffalo and Cleve- 
land, and with the proprietors of boats and 
lines of railroad through Ohio and other 
States. The following are the officers 
chosen for the present year:—President, 
Right Rev. Alonzo Potter; Recording Se- 
cretary, D. P. Lee of Buffalo, New York ; 
Corresponding Secretary and Curator, P. 
Pemberton Morris, Philadelphia; Treasurer, 
Edward C. Biddle, Philadelphia. 


Rutoer’s — The annual 
commencement of Rutger’s College, New 
Brunswick, New Jersey, was celebrated on 
the 23d ult. There were eighteen gradu- 
ates, and the degree of Master of Arts was 
conferred on thirteen in course, and on 
three as honorary. The honorary degree 
of Doctor of Divinity was conferred upon 
the Rev. Elias Heiner, Baltimore, Mary- 
land; the Rev. Ransford Wells; Scoharie, " 
New York; and the Rev. John T. Dema- 
rest, of Montague, Sussex county, New 
Jersey; and the honorary degree of Doctor 
of Laws upon the Rev. Joha Ludlow;:D.D., 
provost of the University of Pennsylvania, 
George W. Coakley, Professor of Mathe- 
matics and Natural Philosophy in the Col- 
lege of St. James, Maryland; and Charles . 
E.. West, late Principal of mag aah Female 
Institute, in the city of New York. 


A Sincutar Awarp.— The offer of a 
small premium was lately made, through 
the Boston Congregationalist, for the best 
essay in answer to sundry questions relating 
to practical religion, and especially pointing 
out the relation of the soul’s salvation to a 
knowledge of the person of Christ—a point, 
we would think, involving the most peculiar: 
features of the orthodox views. The com- 
mittee in the case awarded the prize, with- 
out knowing the authors of any of the pro- 
posed essays, to the Rev. Mr. Briggs, a 
Unitarian clergyman of Plymouth, Massa- 
chusetts. It is certainly a suggestive cir- 
cumstance, in many ways—and perhaps we 
may say hopeful—that the best exposition 
of such a point of theology should have been | 
supplied by a Unitarian — even in the 
judgment of orthodox critics—New York 
Evangelist. 


_ ArMENIANS.—We see it stated that there 
are now in this country several young men 
of the Armenian nation, who have visited 
the United States for the purpose of self-im- 
provement, with a direct view to the project 
of returning hereafter to Armenia, and de- 
voting themselves to the education and ele- 


vation of their countrymen. They are all 
learning some mechanical trade or pro- 
fession, and one is at Boston studying 
dentistry with Dr. Hitchcock, who, it is 
said, intends to establish him in business in 
Constantinople, Another of these youth, 
who is described as very promising, is in 
the extensive foundry and machinery factory 
of N. Starbuck, Esq. of Troy, New York. 


Yate Yale College cele-~ 
brated its one hundred and fifty-first anni- 
versary at New Haven on the 30th ult. At 
a meeting of the Phi Beta Kappa Society, 
for the purpose of selecting an orator and 
poet for the celebration in 1852, the Hon. 
Daniel Webster was elected, and the Hon. 
William H. Seward chosen as substitute. 
It is reported that more than a thousand 
| graduates of the College were in attendance 
at the meeting of the Alumni, some of whom 
date their matriculation prior even to the 
beginning of this century. The Hon. R. 8, 
Baldwin, United States Senator, presided, 
At a meeting of the Linonian Society, now 
within two years of its one hundredth anni- 
versary, and believed to be’ the most ancient 
literary society in any American College, a 
munificent subscription was obtained for the 
purpose of erecting a magnificent new Hall, 
with which the Association designs to enter 
upon its second century. The regular 
annual address before the Phi Beta Kappa 
Society was delivered by Daniel Lord, who 
chose for his subject the character and duties 
of the two professions of the law and the 
ministry. It is said to have been exceed- 
ingly discursive, touching upon a great 
variety of matters. 
Cotrece or St. Jawes.—The Fifth An- 
nual Commencement of this Institution was 
celebrated at Hagerstown, Maryland, on the 
31st ult. Previous to the exercises Bishop 
Whittingham laid' the corner-stone of a new 
college building, named “ Kemp Hall,” and 
the Rev. Dr. Muhlenberg of New York 
delivered an address. The Oration before 
the Literary Societies was delivered on the 
day preceding by the Honourable Mr. Pearce 
of the United States Senate. The honorary 
degree of Doctor of Divinity was conferred 
on Professor William Adams of Nashotah, in 
the diocese of Wisconsin. The honorary de- 
gree of Doctor of Laws ‘was also conferred 
on John Henry Alexander, Esq., and on 
Hugh Davey Evans, Esq., of the ‘city of 
Baltimore. 


DartmoutH The anniver- 
sary exercises of this Institution commenced 
on the 29th ult. The Hon. C.J, Gilchrist, 
Chief Justice of the State of New Hamp- 
shire, delivered the address: before the Phi 
Beta Society. A correspondent of the Boa 
ton Journal says it was “a splendid per- 
formance.” On the following day, the ex. 
ercises of the graduating class took place, 
and forty-three members of the senior class 
received the degree of Bachelor of Arts. 
The honorary degree of Doctor of Laws 
was conferred on the Hon. Samuel Dins- 
more, Governor of the State, and Miles L. 
Bennett, Esq., of Burlington, Vermont. 


Western Reserve — The 
Commencement Exercises of this Institue - 
tion were held at Hudson, Ohio, on the 
16th ult. The degree of Bachelor of Arts 
was conferred on seven young gentlemen, 
and that of Master of Arts on ten. The ~ 
honorary degree of Doctor of Laws was 
conferred on Thomas , H. Gallandet of 
Hartford, Connecticut. On the previous 
evening .an Address was delivered before 
the Phi Beta Kappa Society by the Rev. . 
Dr. William Adams of New York. 


Scuoot Funp.—The Minesota papers 
are rejoicing at the ample and well hus- 
banded school: fund of that territory. The 
Green Bay Advocate says this fact should ad 
not be referred to with such an air of 
triumph, because they have also husbanded 
all the school mistresses which have been’ 
sent to lowa by the Educational Society. 

Increase or Converts In Benoat.—in 
the first ten years of missionary effort in 
Bengal, there were 20 hopeful conversions; 
in the second 161; in the third 403; 1n 
the fourth 675; in the fifth 1045; and in 
the present ten years the conversions are. 
going on at the rate of between 2000 and 


3000. These are strictly among the natives; 
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Greeley, wri~ 


bare-headed, weetehed:-dook- 
ing women were washi | 
deperibed. 


place: contains 7000 
Thure- 


day morning,’ 81st: alt.-'the’ sthdlars, num- 
bering one hundred and fifty, of the Sunday- 
school of the Second Independent Church, 
[the Rey. Henry D. Moore pe Thirteenth 
a beautiful copy 6f oly Dibie to John 8. 
Key Police. Thecere- 


Marsh 
mony ck pace in the church in presence of 


a large augienoeyend the scene was a most 
interesting sacred volume waé 
tenderedvtethe Marshal on behalf of the 
Rev. Mr. Moore. The 


excellent address, which: was well tiie 
and apprepriate to the occasion. ts 


— The; next meeting of the: 


American: Association for the Advancement’ 
of Science will, be held in Auburn, New 
York, commencing on the 168th. inst., and. 


continuing through the week, 


in Hungery is’ 


said to be making much progress since the 
failure of the political revolution, although 
the government does all in its power to 
discourage the growth of that, Church, 
Every new. convert is carefully watched 
and suspected of being one of the liberals. 


Eirg Insurance on Rastroaps.—A cor- 


réspondent,. who is travelling in England, - 


sends. us a ticket, which we copy below, of 
which he says:—* Enclosed'I hand you a 
ticket by which you will seé'that for three 
pence, say less than six cents, I have been 
insured from Liverpool to London, on the 
Grand Junction Railway, to the amount of 


one thousand pounds sterling. This will, 


give, you some idea of the safety of the rail- 


here; every thing is done as if life’ 
was worth something, and every thing is 
built securely. and solidly.” 


INSURANCE TICKET, FROM 

LIVERPOOL “ 
al SINGLE JOURNEY ON THE RAILWAY ONLY ‘9 


t 


proportionate compensation for 


D4 Sum assured £1000, in case of death, with & . 


NOTICE.—In the event of accident to the purchaser 
of this ticket, notice is to be immediately given. 
to the Secretary of the Railway Passengers 
Assurance Olé Broad St., 

LONDON: 


To transfer this Ticket ie punishable as a misde- 
meanor; under the oor Act of Parliament. 
12 & 13 VICTORIA CAP. 40. | 


way accidents in England within the last 
— mt them had 

aspect of culpable recklessness.— New. 
York Commercial Advertiser. Tit 


.; CUMBERLAND. — The 
Louisville (Kentucky) Watchman and 
Evangelist estimates the increase of mem- 
bers in the Cumberland Presbyterian Church 
the past year 

“Moravian Missions. —The Moravian 
Church has 282 missionaries, male and 
female, in the field. They number more 
members in their mission churches than in 
the churches at home; an evidence both of 
the whole-heartedness. with which they 


have laboured in.the work of missions, and | 


of the fullness with which God has blessed. 


“From steamship Empire 
City, from C arrived at New York on the 
6th inst. She brings 360 passengers, $400,000. 


in gold dust, on freight, and $300,000 in the 


hands of passengers. The Empire City also: 
brags the San Francisco to the Ist: 
y- 
» Thecity of San Francisco was visited by an- 
other most destructive fire, on the 22d of June, 
which commenced on the north side of Pacific 
stréet, near Sewell at about ten o'clock in the 
orning, ahd. spread down Pacific street and 
ugh to way, with great rapidity, and 
on to Stanton street. In the short space of half 
an hour ftom.the moment of' its breaking out, 
it had crossed Pacific street, and at the same 
time crossed ‘Stanton street, spreading rapidly 
down Broadway, -Pacific, and. Jackson streets. 
Along Broadway every thing is consumed as far. 
as Kearney street. On Pacific street the fire 
consumed every thing, in its course, as far as 
Qhio street, including the City Hall and City. 
Hospital. On Jackson street every thing was 
consumed to Montgomery: street, and a few 
houses below.. On: kton street the fire ex- 
tended as far as Washington, and then crossed 
diagonally into Washington street, in the réar’ 
of the Baptist church, which was fortunately 
saved. ‘The Presbyterian church on Stockton 
street was burned tothe ground. Six persons 
lost their’ lives. Charles S. Lyons and Mr. 
Bach, of the firm of Bach, Burnett & 
are the only names published, The number 
of buildings destroyed is not less than five 
hundred, and the loss is estimated at three mil- 
lions of dollars. A vast amount of Jumber and 
building materiale were destroyed. The per- 


+ sons burnt out were generally of the poorer 


class. The fire was undoubtedly the work of 
incendiaries, and several arrests have been 
made, but the persons under arrest have not 
been proved to be the. parties actually guilty. 
During the progress of the fire immense quanti- 
ties of s were removed to the Plaza, where 
they ultimately took fire and were destroyed. 
The patients in the City Hospital, to the num- 
ber of ninety, were removed to the lot in the 
rear of the Hospital, and were all saved. The 
prisoners in the City Prison were removed to 
the County Jail,;‘and all the books and papers in 
the Recorder’s and‘ Marshal’s Offices, fortu-. 
nately saved. The buildings saved on the 
Pfaza are the Bella Union, the Custom House, 
the Verandah House, E] Dorado, Union Hotel, 
the California . Exc and the wooden) 
buildings ‘between the latter and the Union. 
The greater portion of the burnt district was 
otcupied by dwelling-houses, and. but few heavy 
of and. merchandize were burn 
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nine men, bni Ceptzin Fitz trick } 
been cut off ‘at’ ue river, end ‘all murdered. 


‘appearance, wae shot dead by 
Captnin Snow, worthy 
citizen,-was murderéd at Sdnore, an 
wo da 8 the two assassin S$. we 


of. **Revolution.”’ Rumours are current 
that fresh desertions: of : are taking ‘place, 
and. that out of: four men recently sent 
@tam. Havane, went over: to the 


Creole party, and fired on their comrades. The 


SOF priests, soldiers; and beggars.” 
, Same -ufiited two.of these callings. A numer 


elothes in the hot, 
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| 1 of that Charch would arrive ina few weeks, und 

hel, on: receiving the’ highly ‘prized 

Crane with much feeling, in a brief,” 
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! Flour. Wheat. Corn. Oats. 
Philadelphia, . $4.12} 95 60 34 
New York, . . 4.12% © 95 58 41 
Buffalo, . ° 3.50 76 44 33 
Cleveland, . - 3.80 73 41 28 
| Wilmington, Del. 4.87 1.00 60 40 
Richmond, Va. . 4.124 1.00 67 44 


20th of five days after the revolution 


” Still there have been not a few fatal rail-. ay 


interval referred to was 126. 


} sore for some days after the occurrence. There 


diffictilt to be decertained. 
ic records the arrival of ' 

and adds: 

‘is represented as being very quiet, 
An arrival at Charleston Matan- 


‘was ‘to:bave! broken-cut all over! tlie: Island, re- | 


| iet at that time.. Rumours 


i 
thist:enpegeménts had taken place between the 
; the government troops, and that 
the | into the mountains.° 


sion ‘Cots — Tue 
Pour: Down.— New t5.— 

vana, arriv ay, bringin avana dates 
to ‘the Tet inet: The city of eontinues 
trnoquil.._ There is little news in relation to the 
— Outbreaks in the eastean part of the 
) . Private letters, however, state that the 
insurrection hed been effectually put down, and 
me ad of the insurgents had been taken and 


‘New Mexico.—It has been a cherished tra- 
dition among the Pueblo Indians of New Mexi- 
co, ever since their subjugation by the Spaniards, 
that deliverers were to come to them from the 
East. ‘believe that this pro- 
phecy is now fulfilled; and that the Americans, 
who have captured and now hold the country, 
are their long-expected deliverers. Some of 
these Pueblos profess the Catholic faith, while 
others retain their primitive religion. The 
Presbyterian Board of Missions have of late 
directed their attention to the New Mexicans as 
well as these Indians. The Baptists have al- 

y sent missionaries into the territory, one of 
whom from Pennsylvania had arrived with his 
wife, and had commenced distributing tracts 
among the populace. Three other missionaries 
another would specdily follow. 

Paicss or Fuour Grain.—The follow- 
ing were the prices of Fiour, Wheat, Corn, 
and Oats, at the several points named, at the 
latest dates received 


Cincinnati, ° 3.15 70 32 40 


Trenton,N.J. —— 53 28 
St. Louis, . ° 3.81 80 . 38 39 
Baltimore, . « 4.123 85 63 31 
Albany, . ° 4.124 1.04 56 42 
Alexandria, Va. . 4.06 98 59 38 
Boston,, - 425. 62 44 
New Orleans, 3.87% 80 54. 35 
Pittsbur h, « 3.18 hs 65 36 25 
Louisville, . . 3.70: 72 38 40 
Chicago, 3.25 48 386 27 
Rochester, . . 5.87 1.32 56 30 
‘Detroit, . ° 3.65 75 45 25 

edo, 3.30 72 40 25 
Milwaukie, . 3.75 63 45 


Gatvanic Paintinc Press.—Mr. F. Fore- 
man passed up on the Fulton, on Sunday, on 
his way to Washington, to procure a patent for 
@ most ingenious and practical invention. He 
had with him a model of a printing press, 
moved and regulated by means of galvanic mag- 
nets. We shall not attempt a complete des- 
cription of Mr. Foreman’s discovery; suffice <it 
to say that he had the press in full operation, 
with a form upon it, from which he threw off 
impressions with the rapidity of lightning. His 
paper works upon a reel, and is continuous, like 
the telegraphic coil. The paper passes over 
the type on a cylinder, and when one side is 
worked the paper is reversed, and the other side 
printed with a most perfect register, and the 
sheets are clipped apart.as they come from 

ress by an ingenious contrivance. There is.no. 
limit hardly to the speed at which this press 
will work; its exactness is beyond any thing 
known in this line of machinery, and what is 
better than all, Mr. Foreman says he can put 
up the largest sized press at a cost of not more 
Mr. Foreman is a practical printer, 
and at present a citizen of New Boston, Illinois. 
—Muscatine (Iowa) Inquirer. 

An Inpian Treaty.—The St, Louis Re- 
ublican announces that a treaty with the Sioux 
ndians assembled at Lac Traverse, was com- 

pleted by Commissioner Lea and Governor 
Ramsey, all but the signatures, on the 22d ult. 
The terms having been agreed upon, Mr. Lea 
left the ground for a day or two, at the expira- 
tion of which he was to return and the signa- 
tures were to be affixed. One of the chiefs, the 
“« Devil on two. sticks,”’ strenuously opposed the 
treaty, but finally gave in his adhesion. ‘There 
were two thousand Indians at the treaty ground, 
and among them several hundred who had never 
seen the face of a white man, or any thing in 
the way of civilization. It is said that every 
thing passed off quietly and satisfactorily. 

EMIGRATION.—According to the statistics of 
emigration for the port of New York, we learn 
that 30,034 emigrants landed there during the 
month of July, being an increase over the arri- 
vals for the previous month of 6034. Of the 
whole number above named, 13,398 were from 
Liverpool, 4701 from Havre, 1926 from Bre- 
men, 1315 from Antwerp, 1129 from Norway, 
898 from Glasgow, and lesser arrivals from va- 
rious other quarters. The whole number of 
vessels which reached New York during the 
In addition to 
these, 25 steamers arrived from Liverpool, Bre- 
men, California, New Orleans, Savannah, and 
Charleston, bringing 3820 passengers, making 
the total emigration for the month 33,854. 


Sates 1x Wisconsin.—There are to 
be two important land sales at Willow River, 
Wisconsin, this month, at which about 3,500,000 
acres will be offered, embracing a tract of coun- 
try extending nearly from the Wisconsin river 
to the Mississippi, and north to the head water 
of the St. Croix. The first sale commenced on 
the 4th of Angust, and closes on the 18th. This 
sale will include the lands lying on and between 
the Black, Chippeway, O’Clare, and Nominee 
rivers, which is valuable for the immense tracts 
of pine and numerous water powers on those 
streams. The second sale will commence on 
the 19th of August. The land to be offered lies 
between the Chippewa, Mississippi, and St. 
Croix, which is one of the finest sections of 
farming lands in the State. 


Sap Accipent.—By the explosion of a steam- 
boiler in a distillery at Harrison, near Cincin- 
nati, Ohio, on Saturday, fifteen lives are report- 
ed to have been lost. 


Tue FrankinG Privitece.—The Postmaster 
General announces that it has been decided by 
the Attorney General, on a reference from the 
Post Office Department, that members elected 
to the Congress to assemble in December next 
are now entitled to the franking privilege; and 
the law of Congress gives this right in express 
terms to the members of the last Congress until 
the first Monday in December, 1851. Postmas- 
ters will therefore recognize this privilege in 
such cases. 


War DeparTMENT Orpers.— The Secretary 
of War says in consequence of the enormous 
expenditures of the army, a rigid adherence to 
the’ ptescribed regulations will be strictly en- 
forced. Those having charge of the subsistence 
and quartermaster’s department are enjoined to 
reduce the expenditures, particularly in the 
item of transportation. No barracks or other 
building will be constructed, unless by order of 
the Department, except such as are indispen- 
sably necessary for the immediate and temporary 
accommodation of the troops. These barracks 
must be of the cheapest kind, and in their con- 
struction, as well as in procuring fuel and for- 
age, the soldiers should be employed more than 
they now are. The employment of civilians as 
clerks, mechanics, and labourers, is unauthorized. 


Inpian Ficut.—A despatch from New Or- 
leans states that our troops have had an encoun- 
ter with Indians on the Upper Rio Grande, and 
had recovered the mails, horses, &c., taken from 
the mail rider recently murdered. . 


AlLtantuus Tree.—A correspondent of the 
New York Evening Post states that the odour 
from this tree is poisonous to such a degree as 
to affect health, and in some cases has produced 
death. A whole family in Brooklyn were pros- 
trated from # condition of good health to sick 
pi its poisonous breath, when the season 
arrived for leaving the windows of their bed 
rooms open... They did not know what was the 
cause of their decline, until one of their num- 
ber had become a victim to its dangerous shade. 


REMARKABLE PreseRvaTION.—A remark- 
able: instance of recovery from the effects of 
lightning is related in the Bridgeton Chronicle, 
as having.occurred lately, near Estleville, in 
Atlantic county. Mr. Samuel Evans, with a 
team.-of mules, was in the woods, and while 
hauling outa log ratory to loading, from 
under a large tree, he was struck down, with his 
fdur mules, by an electric shock. He did not 
lose his consciousness, but he was wholly un- 
able to move hand or foot, and his mules were 
in the same helpless condition. After remain- 
ing in this state for about fifteen minutes, vitality 
returned, first in the forefinger and thumb on 
one .hand, enabling him to rub them together. 
Fearing the mules might recover before he could 
get from'among’ them, and in their straggles in- 
jure him, he worked his Sages and by slow de- 
grees regained the use of his hand, then his 
arm, éc., when by great exertion he dragged 
bimself out of the reach of the mules’ heels. 
The mules gradually recovered also, and he got 
them upon their feet. A bright red line marked 
his atms and down his chest and legs. He felt 


field Transcri 


tated into the water. 


was a cloudless sky at the time, and no indica-" 
tion of lightning or rain. The tree was com-' 
pletely, shivered to splinters—Newark Adv. 


Openine or THE Ono PENNSYLVANIA 
RaiLroav.—On Wednesday of last week about 
fuur hundred citizens of Pi b and vicinity 
visited New Brighton in the railroad care, b 
invitation of the Ohio and Pennsylvania Rail- 
road Company, to celebrate the lar roan 
of the: road. The road is now fairly opened, 
and the cars will ran regularly every day. 

Bounty Laxp Statistics.—Reports of ser- 
vice were made in the Third Auditor’s Office 
during the month of July upon 6748 claims for 
bounty lands under the old Indian wars and the 
war of 1812 with Great Britain. In the Pen- 
sion Office 32,638 warrants were issued, under 
the act.of September 28, 1350, up to the Ist of 
August, 1851, inclusive.—:Washington Intelli- 
gencer. | | 


Lanps 1x Onto.—About 18,000 acres of land 
lying in the vicinity, of Defiance, on the canal, 
and the Maumee and Auglaize rivers, will be 
offered for sale at auction in September or early 
in October. They are generally valuable farm- 
ing lands, and if not sold at auction, will then 
be subject to entry at half the appraisement, by 
actual settlers. 


_- sy nis own Brotuer.—Three sons of 
Henry Hendrickson, residing in the town. of 

Rochester, Ulster county, New York, were out 
shooting squirrels, on the 22d ult. when one of 

them firing into the bushes, discharged the con- 

tents of the gun in the right shoulder and breast 
of his brother, a lad 13 years of age, and in- 

stantly killed him. 


‘Gypsres.—A band of Gypsies lately landed 
at New York, among the emigrants brought 
from Europe by an emigrant ship. They are 
now encamped, with their covered wagons, in 
the neighbourhood of Hoboken, and report them- 
selves from. the vicinity of Durham and New. 
Castle, England. The women and children 
are said to possess the peculiar physical fea- 
tures of their strange race, having slender fig-: 
ures and an abundance of black hair. The men 
pursue thé bus:ness of tinkers, and the females 
cook their meals by. fires made in the. open air. 
It is probable that we are indebted for this odd 
importation of humanity to the increased facili- 
ties for emigration afforded by steam naviga- 
tion; and should this small nucleus of a new 
race of people which we have acquired in these 
Gypsy. emigrants be enlarged by accessions 
hereafter, it may be reserved to the United 
States to solve the problem whether it is possi- 
ble, under any form of social and political insti- 
tutions, to amalgamate with other races a 
strange order of cosmopolites, who have, imme- 
morially, been nomadic in habit, and intolerant 
of any admixture with a different people. 


tue CuHerokee Nation.—The Tah- 
lequah Advocate of the 15th ult. reports that a 


| meeting of old settlers was held on the 8th of 


July, to protest against the payment of any of 
their debts or liabilities out of the head money, 
about to be distributed from the funds appropri- 
ated at the last session of Congress, under the 
Cherokee treaty of 1846. — 


Liquor in Maine.—The Maine people seem 
disposed to test satisfactorily the operation of 
the new liquor law of that State. Besides the 
seizure of a large quantity in Portland we 
learn from the Rockland Gazette that 33 bar- 
rels, including 22 of New York rum, were 
seized in that town, and that the contents will 
be destroyed. Importers, at this rate, will soon 
find themselves engaged in a losing game. 


From tHe Piains.—The St. Louis Repub- 
lican publishes some interesting items of news 
from the Plains, received by the steamer Duroc, 
which reached there on the 26th ult. It is said 
that on the 23d ult. a party of sixteen teams of 
Oregon emigrants arrived at Kanesville, Ore- 
gon, having, from the time of starting to the | 
time of their arrival, lost by the depredations of 
the Indians, fifty-five head of cattle. This heavy 
theft was committed at Beaver Creek, one hun- 
dred miles from the Missouri river. Two or 
three days previous to this loss, which occurred 
in the early part of June; they were visited by a 
body of some two hundred Indians, at a short 
distance from whom between five and six hun- 
dred others were seen. They demanded of the 
emigrants two head of cattle from each wagon, 
for the right of way through their country, 
threatening violently that if they did not comply 
with their demand, they would murder their 
whole party. The Indians, it is said, were of 
the Pawnee and Omaha tribes. The emigrants, 
in order to save. themselves, resorted to per- 
suasion, and finally succeeded, by letting them 
have two cows and two sacks of flour. 


Morvatity IN THE Cities. — A statement 
of the deaths in the cities of .Boston, New 
York, and Philadelphia, for the week ending 


August 2d: 
Philada. N.York. Boston. 
Apoplexy, 4 13 0 


Cholera Infantum, - 33 65 10 
Cholera Morbus, 4 4 3 
Consump@on, . - 28 41 12 
Convulsions, 7 43 
Diarrhea, 32 1 
Dysentery, . . 36 50 5 
Scarlet Fever, . ca 9 1 
Inflammation of Bowels, 5 13 12 
Inflammation of Lungs, 2 13 1 
Marasmus, . ° 5 29 3 
Small Pox, 6 0 
Other Diseases, 84 132 37 

Total, 217 450 85 
Under 5yearsofage, 114 300 47 


The report from New York is decidedly fa- 
vourable, showing 85 deaths Jess than the pre- 
vious week. 

Ligutninc in JuLy.—During the last month, 
the deaths of ten persons by lightning have been 
noticed, viz: William Dye and son, in Indiana ; 
Mr. Roberts, in Ohio; Mrs. Bartholomew, in 
Illinois; Mr. Beach, in Weymouth, Connecticut ; 
Erastus Smith, in East Bloomfield, New York; 
Mr. Skillings and Mr. Racklyft, at Portland ; 
Mr. Nye and Mrs. Morris, at Holmes’ Hole. 
Many other persons have been knocked down 
and severely injured, and in at least one hun- 
dred instances, have been burnt or damaged by 
the electric fluid. 


PennsyLvania.—The State Agent of Penn- 
sylvania paid out in Philadelphia on the Ist inst. 
$650,000 in liquidation of the State interest. 
Of this sum about half a million was paid on ac- 
count of foreign holders. The whole amount of 
interest due on the State debt on the Ist inst. 
was €941,000, of which abont $620,000 is due 
to foreign holders, and $320,000 to domestic 
holders. 


Seizure or Lumper.—The Prairie du Chien 
Patriot states, that about three millions of feet 
of sawed lumber, besides shingles, logs, timber, 
&c., were seized lately on the Black, Chippewa 
and St. Croix rivers, by United States Deputy 
Marshall Thomas, and that, with two or three 


exceptions, a settlement, without sale, was 


effected with the holders, by their either paying 
for the wood, or giving security for the payment 
of so much per thousand feet. The result was 
considerable profit to the Government, and a 
protection of the public lands against future 
trespassers. 


Revenve oF THE Post Orrice Depart- 
MENT.—The National Intelligencer says that 
the accounts for the quarter ending March 31st, 
1851, which have just been settled at the Post 
Office Department, show that the nett receipts 


of postages during that quarter 
$1,723,823 43 


amount to 
For the corresponding quarter of 

$1,462,165 64 
$261,762 79 


1850 the amount was 


Showing an increase of 
orofabout 17? per cent. 
Should the receipts of the last quarter of the 

fiscal year (the accounts for which will not be 
fully settled until October) show a similar in- 
crease, the revenue account for the year will 
exhibit the gratifying increase of 18 per cent. 
nearly. 

Priests FoR Minesota. — Bishop Joseph 
Creten, Bishop of the Diocese of Minesota, 
Wisconsin, arrived at St. Paul on the 9th ult. 
He was accompanied by five priests from 
France. Another priest who was detained on 
the way, is expected scon. Another priest, 
an Jrishman, arrived there a short time ago. 
These gentlemen, with the Rev. A. Raveaux, 
who has been years in that region, constitute 
the resident Roman Catholic clergy of the ter- 
‘ARRIVAL oF HuncartaN Rerucess. — The 
packet ship Devonshire, arrived at New York 
last week, brought as passengers, forty-seven 
Hungarians from Turkey, among whom are 
several military and civil officers of rank under 
the late provisional Government of Hungary. 


Youne Lavies Drownep.—Miss M. 
A. Goodrich and Miss Susan Dinsmore were 
drowned in Lake Erie, near Quincy, Chau- 
tauque county, New York, on Saturday the 19th 
ult. They went out a short distance from the 
shore in company with William Bell, jr. when 
the frail boat parted at the bow. The West- 
says:—“ Mr. Bell immediately 
jumped into the water, endeavouring to urge 
the sinking boat toward the shore, while the 
young ladies sat down in the bottom, the better 
to steady its motion. It rapidly filled, however, 
and upset, when they were, of course, precipi- 
Mr. Bell, with great ex- 
ertion, succeeded in getting them both hold of 
the wreck; but a heavy swell turned the boat 


again, and left them a second time at the mer- 


cy of the waves. Again Mr. Bell endeavoured 


to get them holdofthe boat, and he succeeded 


THE 


in getting Miss Dinsmore to.grasp the boat, but , 
Miss Gotdrich sank and was Miss 
Dinsmore soon became exhaustéd, and sank to— 
rise no more. Mr. Bell, although nearly pow- 
erless from his great exertions to rescue the 
ladies, contrived to retain hold ‘until within a 
few rods of the shore, when he must have also 
drowned, but for the timely assistance of those 
upon the beach. He was taken out, however, 
and with some difficulty resuscitated.” The 
bodies of the young ladies were found the next 
morning. 

-Tnree Revotutionary Patriots Gone !— 
Jonathan Olcott of Hartford, aged 93 years; 
Roswell Miller, of Windsor, aged 92 years; and 
Thomas 8S. Bishop of Avon, aged about 90 
years—all revolutionary pensioners, who rode 
in the procession in this city on the 4th of July. . 
Before the month was ended, all three of them 
were in their graves. Mr. Olcott died on the 
17th of July, Mr. Miller died on the 28th, and 
Mr. Bishop on or about the 25th. They passed 
through the trying scenes of the Revolution to- 
gether, and in the same month, and within a 
few days of the time at which they sat side by 
side in the procession and at the festive board 
upon the 75th anniversary of their Nation’s In- 
dependence, in remembrance of the glorious 
days of the Revolution, they have together gone 
peacefully to rest. Honour the names of the 
old patriots.—Hartford Times. 


Rise or Water.—The Chicago Journal of 
Saturday last says, that all day Friday Lake 
Michigan was playing its antics, the water ris- 
ing from two to four feet every half hour or s0, 
and as suddenly receding. At dusk, while the 
lake was as smooth asa mirror, without wind 
or any apparent cause, the water rose to the 
height of four feet twice within an_ hour. 
“ What has caused this great commotion” with 
old Michigan, isa mystery. It is certainly very 
unaccountable. 


DeatH By LicHTNINc.—A man named Wil- 
liam W. Buck, was found dead in his wagon, in 
the highway, some two miles north of the village 
of Underhill, Vermont, on the morning of the 
26th ult. An inquest was held over the re- 
mains of the deceased, and a verdict rendered 
that his death was occasioned by lightning. His 
hat was much shivered in pieces, and his per- 
son exhibited the appearance, in spots or streak 
of being burnt. 


~ FOREIGN NEWS 


FROM EUROPE. 


The American mail steamer Atlantic, Cap- 
tain West, arrived at New York, and the Bri- 
tish mail steamer Europa, arrived at Boston, 
bring London papers to the 26th ult. The At- 
lantic brought 140 passengers and the largest 
cargo ever brought into New York. As she 
went up New York Bay a salute of one hun- 
dred guns was fired from the battery. This 
was the first attempt of the Atlantic to re-cross 
the ocean since her terrible disaster of last Jan- 
uary—the news of which thrilled our land with 
an excitement not soon to be forgotten. Since 
that event she has been at Liverpool undergoing 
repairs and improvements of a substantial, ele- 
gant, and costly character. A new and very 
spacious dining saloon has been built upon deck; 
and the former one, below decks, has been con- 
verted into state rooms. The increased light, 
ventilation, and ease of access of this new deck- 
saloon has made it the favourite of the passen- 
gers, and it is regarded as a decidedly comfort- 
able improvement. On Saturday, 19th ult. the 
fete to which Mr. Brown, of the firm of Brown, 
Shipley & Co. invited the Royal Commissioners, 
took place at Liverpool on board the Atlantic. 
The party consisted of about one hundred and 
twenty, most of whom, including Lord Granville, 
came from London for the occasion. The din- 
ner was magnificent, and the whole entertain- 
ment proceeded with the greatest spirit. 

At twelve o’clock on Sunday night, off Hali- 
fax, the Europa ran down and sunk an Ameri- 
can fishing vessel, the schooner Florence, be- 
longing to Massachusetts. All of the schoon- 
er’s crew, consisting of fifteen persons, were 
saved, except Joseph C. Snow. 

The new steam propeller City of Manches- 
ter sailed from Liverpool for Philadelphia on 
the 26th ult., with 175 passengers. On the 
19th ult. a banquet was given on_ board 
this new Philadelphia steamer, at Liverpool. 
About 300 gentlemen and 200 ladies were 
present. 

Two heavy failures in the cotton trade were 
announced at Liverpool on the 22d ult. The par- 
ties are G. Wright, jr., (brother to P. Wright 
of New York,) whose liabilities are £60,000, 
and Messrs. T’. & W. Stock, with liabilities of 
£65,000. The fall of cotton, it is said, led to 
these failures. 

Liverpool Cotton Market, July 25.—In the 
Liverpool cotton market there was quite a panic, 
and on the 25th sales were making at nearly 
one-fourth of a penny decline. The average 
daily sales were 5000 bales at 44d. fur middling 
Uplands; 43d. a 43d. for do. Mobile, and 43d. 
for New Orleans. 

Liverpool Grain Market, July 25.—The 
weather, though unfavourable for breadstuffs, 
had had no effect on the market, and prices for 
both Flour and Corn remained much the same 
as last week. United States red wheat com- 
mands 5s. 2d. a 5s. 4d., and Canadian the same. 
White both United States and Canadian is at 
5s. 8d. a 6s. 4d., Western Canal flour is quoted 
at 19s. a 20s. 6d.; Philadelphia and Biltimore, 
20s. 6d. a 2ls. 3d.; and Ohio, 20s.a 2ls. In- 
dian Corn is in fair demand, at from 26s. 6d. a 
29s. 6d., according to quality. Provisions con- 
tinue inactive, and with but trifling variation in 
prices. Bacon, with more demand, has advanced 
one shilling. Pork, Beef, Hams, Shoulders, &c. 
have not undergone any change in prices during 
the week. | 


GREAT BRITAIN.—In the British Parlia- 
ment, the Anti-Papal Bill, after an attempt by 
Lord Monteagle to exclude Ireland from its 
operations, passed through committee in the 
House of Lords on the night of the 25th ult., and 
was to be read the third time the following 
week. The majority in its favour was 227. 
The Earl of Aberdeen opposed the bill. It was 
warmly supported by Lord Beaumont, a Ro- 
man Catholic peer, who declared that the ne- 
cessity of the case made its passage unavoid- 
able. Several other peers and the Bishop of St. 
David’s spoke in its favour. Viscount Canning 
contended that the Pope had offered an insult 
not to the crown or the people of England, but 
to the Church. Alderman Salomons, the Jew- 
ish member of the Commons, has been declared 
not entitled to his seat, by a vote of 71 to 118. 
The Alderman had taken the requisite oaths, 
merely omitting the words “on the true faith of 
a Christian,” as not binding on his conscience, 
and insisted upon his legal right to sit. He at- 
tended the House, to vindicate his claim, and 
actually spoke and voted, challenging the Go- 
vernment to try the matter by a prosecution. 
Firally he was ordered to retire, but he did so 
only under a protest that it was by compulsion. 
Very heavy penalties and forfeitures attach to 
sitting and voting in the Commons without due 
qualification, yet this gentleman remained in 
his seat after having been three severa] times 
ordered by the Speaker to retire. In the city 
of London, Baron Rothschild attended a public 
meeting, at which it was resolved to petition 
the House of Commons to reconsider their vote 
against the Baron’s admissibility. An Orange 
riot took place in Liverpool on the 14th ult. when 
the various Orange clubs which had assembled 
to celebrate the anniversary of the Battle of the 
Boyne, were attacked by a large body of Irish- 
men, and during a fearful fight which ensued, 
three persons were killed, and several danger- 
ously wounded. 


TIRELAND.—The accounts of the harvest in 
nearly all parts of Ireland are considered very 
favourable. The papers speak of the continued 
flow of emigration to the United States—and 
the Limerick Reporter says, that if the emigra- 
tion goes on at its present rate, in ten years’ 
tine the population of Ireland will be no greater 
than that of Scotland. 

FRANCE.—The debate on the revision of 
the French Constitution has closed, and there 
not being a majority of three-fourths in favour 
of it, the proposition was rejected, and every 
thing is in confusion in French politics again. 
The debates on the last few days were of the 
most violent character; M. Victof Hugo, as 
one of the leading Republican orators, having 
created several storms that were hard to allay. 
Lamartine, Thiers, and the Moderate Republi- 
cans voted with the Red Republicans against 
the revision. In the minority are found all the 
chief military men, Changarnier, Cavaignac, 
Lamoriciere, Bedeau, and Leflo; the various 
members known as the Lafayette party, in- 
cluding M. Oscar de Lafayette; two members 
of the President’s own family, namely, Napoleon 
Bonaparte and Pierre Bonaparte; and, lastly, 
M. de Lamartine and M. Thiers. The com- 
pact opposition of the generals is, perhaps, the 
most formidable circumstance as regards any 


| attempt that may be contemplated to re-elect 


Louis Napoleon, in contravention of the Con- 
stitution. Referring to some unconstitutional 
petitions which had been presented to the As- 
sembly, General Lamoriciere said that the ob- 
ject of their concoctors was to impose a master 
on France, and that “in the presence of such 
usurpation, the men who had conquered anarch 

in the street would again draw the sword, an 

with the help of God and the Assembly, insure 
the triumph of the laws.” The entire Cabinet 
of Louis Napoleon had tendered their resigna- 
tions, but he would not accept them. The fail- 


ERIAN. 


ure of the proposition in the National Assemb! 
to revise thre Conbtttifoa, cuts off Louis Na 4 
leon from any present hope of a re-election to 
the Presidency. The revision demanded was. 
that article which says, that the eléction of 
President is for four years, without re-eligibility, 
only after a lapse of four years. Three-fourths 
of the Assembly are required for revision; as. 
he did not get this number, he cannot be a can- 
didate for re-election in May, 1852, ynless he 
violates the Constitution, which he is'sworn to 
defend, and to remain faithful to the Demo- 
cratic Republic. There are strong fears enter- 
tained by many that he will override the Con- 
stitution, and that the people will re-elect him 
in spite of that instrument. The National 


‘Guard of, Chastlebriault had been dissolved b 


a decree of the President of the Republic. It 
will be remembered that it was at this place 
that the President was insulted on the occa- 
sion of his visit to Poictiers. The harvest no 
longer inspires any serious apprehensions. 
Every body agrees that there will be a fair 
average crop. At the worst, the crop will not 
fall below mediocrity. 


ITALY.—From the Roman States we have 
awful details of condemnations to death, to the 
galleys, to the lash, to exile, and to imprison- 
ment. At Farvaga, a Lieutenant of Austrian 
Carbineers was stabbed, whereupon the Carbi- 
neers rushed from the barracks, and shot down 
the first persons they met. The Pope returned 
to Rome on the 15th ult. The free port of Ve- 
nice was solemnly opened on the 24th ult. The 
Papal authorities have imposed so heavy a post- 
age upon foreign newspapers as to amount to 
a virtual prohibition. Political assassinations 
spread a growing terror. Another instance has 
just occurred, the victim being Signor Garafina, 
Chancellor of the Criminal Tribunal of Imola. 
He was stabbed in the streets of that town in 
broad daylight, and as in the former cases, the 
perpetrator entirely escaped. An order has 
been issued in Rome prohibiting the wearing of 
sky-blue ribbons in hats or bonnets, under the 
pain of being arrested and punished by fifty 
strokes of the bastinado. Persons found in a 
‘suspicious meeting or conventicle” are to be 
similarly dealt with. Sky-blue are declared in 
the manifesto to be “ tokens of that band which 
in the days of the most deplorable anarchy deso- 
lated this respectable city with blood and an- 
archy.” 


SPAIN.—Advices from Madrid state that the 
Cabinet was examining the plan of administra- 
tive reforms for the Island of Cuba, forwarded 
by the Captain-General of the Island. A de- 
structive fire took place at Madrid on the 8th ult. 
It broke out in the wood yard belonging to M. 
Orfila, on the Calle del Cristo, and consumed 
the Hospital of the Incurables and 25 houses. 
Two Sisters of Charity, two sick females, and 
two labourers, were buried under the ruins, and 
eight firemen, and a number of other persons 
were more or less dangerously wounded. 


PORTUGAL. — Rumours of a ministerial 
crisis were rife. The Duke of Saldanha does 
not command that confidence which it was 
hoped he would. In one regiment an actual 
revolt had broken out; but it was promptly 
quelled by the energetic measures of Saldanha. 
Some time ago the claims of the United States 
on Portugal were referred, by mutual consent, 
to the President of the Republic of France for 
adjudication. It is now announced by the Paris 
journals that the President has made his award, 
and that it is favourable to Portugal. 


AUSTRIA.—The Austrian Government is 
proceeding very mildly against the Hungarians, 
says the London Globe. The sentence against 
Colonel Csuha, who commanded the fortress of 
Peterwardein as insurgent general, has been 
published, and merely condemns him to dismis- 
sal from the service, without further punish- 
ment. The Government has issued a decree 
prohibiting the use of any books in public and 
other schools, written by Protestants. The de- 
cree has excited a very general disgust, as well 
it might. 

RUSSIA.—Battle with the Turkomans.— 
Letters from Odessa of the 25th June in the 
Algemeine Zeitung, announce the destruction 
of a detachment of Russian troops by the Turko- 
mans of the Steppe. These troops occupied an 
island of the harbour of Astrabad. They were 
attacked and completely annihilated by the 
Turkomans, who also burnt five Russian vessels. 
This sudden attack is thought to result from a 
league between Shamil Bey and the Turkomans 
of Chiwa and Bockhara. 


PRUSSIA.—The king of Prussia opened 
lately a division of the Prussian Great Eastern 
Railway, designed to connect the metropolis 
with Konigsberg, a distance of about four hun- 
dred miles. The section finished extends from 
the point of junction with the Stettin Posen 
Railway, Dratzig,to Bromberg. The king was 


‘| also to lay the foundation stone of the great 


bridge at Dirscham, over the Vistula, regarded 
as one of the most remarkable achievements of 
modern engineering. 


DENMARK.—The new Copenhagen Cabi- 
net has not yet published a programme of the 
principles on which it is prepared to act. Still 
the new ministry is popular. Prince Christian 
of Blucksburg, has been adopted as the future 
heir to the crown. | 


TURKEY AND EGYPT.— The relations 
between the Porte and Pacha of Egypt are be- 
coming more uneasy, through the desire of the 
Sultan to bring the Pacha into more strict sub- 
jection, which he resists. We receive most 
distressing accounts from the Turkish pro- 
vinces. It being supposed that Ali Kedicks, 
who has been outlawed, is concealed among 
the Christian population, a certain Mujura Ad- 
zic had been sent out with thirty guards in 
search of him. The unfortunate rajahs, who 
are suspected bythe Turkish officer, are hanged 
by their feet to the branches of trees, and 
stoutly flogged with whips. The poor rajahs 
are determined to seek refuge from their mér- 
ciless persecutors on this side of the frontier, 
and by a desprtch of the 10th ult. from 
Agram, we learn that a family, consisting of 
eight persons, hid already done so. At a 
late meeting, the bankers of the Turkish Em- 
pire have ascertained that the drought of this 
year will diminisa the revenue one hundred 
millions of piastres. 


GREECE. — Dissensions have taken place 
between the Goveanment and the Chambers. 
The country is overrun with bands of bri- 
gands. The constlar law is under discussion 
in the Chambers. 


PERSIA.—Outmges at Tabreez.—In pur- 
suance of orders fron Teheran, for the formation 
of a regiment of 10)U0, rank and file, of Chris- 
tians belonging to Azerbijan, some 300 poor 
Nestorians, passing through Tabreez, on their 
way to ‘T'eflis, in se:rch of work, as is usual at 
this season, were punced upon, detained, and 
forced to enlist as sddiers. Among the number 
there were no less than three members of one 
family! One of tiem being of rather weak 
intellect, and not stong in body, remarked, on 
being called out to receive his badge, or accoutre- 
ments—“ We are mt good for soldiers!”” which 
raising the Vuzeer’: wrath, he exclaimed, “ Not! 
well, let us see.” The man was thereupon 
tied up to the trianfle, arid, after receiving 250 
lashes, was made t parade about with a heavy 
musket on his shoulers for halfan hour, fretting 
his festering wourds, and, before dismissal to 
his barracks, was isked “ how he relished his 
first lesson as a sddier in the service of the 
Shah!” No soorer was the order to form a 
Christian regimentmade known at Salmass and 
Oroomiah, than Netorian and Chaldean youths, 
of all classes, abandned their mothers, wives, and 
children to the cétain prospect of starvation, 


fleeing to Bashkalhh, to seek Ottoman protec- 


tion. At Tabree, mosques, private dwelling- 
houses, and shops aave been forcibly taken pos- 
session of, under he plea that the respective 
sites are required ty Government for the erec- 
tion thereupon of forty guard-houses. Those 
pamerieters who gn afford to pay a bribe, are 
et*6ff by the Vuzer Nizam, who is reported to 
have cleared by his means alone upwards of 

To sump the whole, never have such 
marked tyranny injustice, and cruelty been 
exercised towarcthe people, or greater discon- 


. tent prevailed, sace the time of the notorious 


Agha Mahomed Chan, whose administration is 
an indelible blotin the page of Persian history. 


INDIA.—Theoverland India and China mail 
had arrived in Lyndon; the dates are, Calcutta, 
June 7; Bombay via Madras, June 2; Hong 
Kong, May 23. The monsoon had not set in. 
India was tranqil throughout. The Governor 
General was sti! at Simlah. | 


CHINA.—Tle Chinese rebellion has grown 
so formidable tiat the insurgents hold possession 
the-Jouthern departments, and have 
“their ;bader to the imperial dignity, 
under the titleof Tieuteh, or Heaven’s virtue, 
They levy a revenue from the general com- 
merce on the Pearl river, from Wuchau-fu 
westward, anl have crippled the operations of 
the imperialits to a very serious degree. In 
the whole sytem of warfare, however, each of 
the opposing forces seems to be imbued with 
such a wholesome dread of the other that it does 
little else ‘han watch what is done. All the 
efferts of tle government have hitherto failed to 

them dwn. It would seem that more than 
one-half o’ the entire province of Kwang-si is 
in possesdon of the banditti and their chief, 
Tanteh, tlong with the principal towns, and 
the. command of the navigation of the Pear] 
rer. This circumstance sufficiently accouuts 
for the cepressed state of trade in Canton, and 
fr the injury sustained thereby both by Chinese 
and fordgners. The Government of Pekin has 
pointed three high functionaries to visit the | 


— 


province, in order that it may become informed 
of the actual state of matters At the same 
time a considerable sum of money has been 
drawn for ‘on the Canton province, and ‘a large 
body of troops thence and from other provinces 
have passed on to the scene of disturbance. 


JAVA.—Accounts received from Batavia to 
Mray 24, give fearful details of the ravages 
nied ‘by the cholera throughout the Datch 
in Celebes. In the south- 
ern districts it spread through the kingdom 
of Goa, on the territory of Macassar, whence it 
took the direction of Maros. In Macassar about 
600 persons were attacked, of whom about 40 
per cent. died. On April 24, the disease 
appeared at Batavia; from the 7th to the 14th 
of May, 625 were attacked, of whom 46 died; 
in the suburbs and hospitals the mortality has 
been severe. Up to May 15, the official report 
notices that no less than 4851 persons had been 
attacked, of which number 1500 died. The 
disease was in no degree arrested in its p 
but is spreading throughout the Dutch terri- 
tories, sweeping away the inhabitants. 


MARRIED. 


In Philadelphia, on Thursday evening, 3ist ult., 
by Rev. E. Erskine of Columbia, Pennsylvania, Mr. 
Watter SHEWELL to Miss Emma MIieEp, both of 
Philadelphia. 


OBITUARY. 


Died, at Philadelphia, on Thursday morning, the 
3ist ult.. Mr. GEORGE EARLE, in the 36th year 
of his age. 

Died, at Stewartsville, New Jersey, on the 26th 
ult.. JAMES C. KENNEDY, M. D., aged 43 years. 
A wide circle of distant friends and relatives, to 
whom the above breaks painful intelligence, will 
be comforted to know that the assault of rapid dis- 
ease was borne with Christian fortitude—that the 
dark future was penetrated by the hope of the gos- 
pel, and that the solemn approach of death was 
met with an unfaltering faith in our Redeemer. 
Besides his. aged parents and deeply afflicted fa- 
mily, he left several students in medicine, and an 
infant church, and a sorrowing community to la- 
ment his early removal from us. A large number 
of the medical profession, with many clergymen 
and strangers, F sapees the family and friends in a 
mutual sorrow for this bereavement, in the solemn 
funeral services on Monday, 28th ult. ‘* Blessed: 
are the dead which die in the Lord.?»—Communi- 
cated, 

Died, at his residence near Milton, Pennsylvania, 
on the 2ist of June last, in the 86th year of his 
age, JOHN McCLEERY, Esq., father of Dr. Mc- 
Cleery of Milton, and father-in-law of Rev. Dr. Da- 
vid X. Junkin of Washington city. Mr. McCleery 
spent most of his life in the mercantile business, 
and in that capacity was, during his active days, 
favourably known to many in Philadelphia, and to 
all in the region of his abode, as a gentleman of 
high moral principle, correct and honourable in all 
his dealings, generous and pure in all the sociali- 
ties of life, and public spirited as a citizen. As 
the infirmities of age drew on, he retired to a farm 
near Milton, where, after leading a peaceable and 
quiet life for the last sixteen years, he died calmly, 
relying upon the alone righteousness of the Lord 
Jesus Christ his Saviour.—Communicated. 


Died, on the 9th ult., at Carlisle, Indiana, the 
Rev. JOHN BARR, aged 28 years. His death was 
somewhat sudden, but yet peaceful and triumphant. 
Mr. Barr was graduated at Jefferson College in 
1843. In 1844 he made a public profession of re- 
ligion in the church of Centre, of which his father 
has long been a ruling elder. His thoughts having 
for some time previously been turned towards the 
ministry, he soon entered upon the study of theo- 
logy in the Western Theological Seminary. Hav- 
ing completed the prescribed course of studies in 
the Seminary, he was licensed to preach the gos- 
pel in 1848, by the Presbytery of Ohio. He then 
went to Princeton, where he devoted another year 
to theological study. Shortly after his return from 
Princeton, he visited various parts of Ohio and In- 
diana, with a view to a permanent settlement. 
Having preached for some time at Carlisle, with 
great acceptance, he was invited to become the 
pastor of the Presbyterian church in that place. 
He declined entering into the pastoral relation with 
that people, but consented to remain with them for 
some time, and to labour among them as their 
stated supply. He had ministered to them in this 
capacity for two years, with great satisfaction to 
the congregation, and with increasing prospects of 


usefulness, when he was suddenly removed by 


death. Mr. Barr was an instructive and interest- 
ing preacher. His sermons were characterized by 
richness of matter, and by case and elegance of 
style. Although he lacked animation as a speaker, 
yet this defect was more than compensated by the 
melody of his voice and the placid expression of 
his countenance, which imparted a peculiar charm 
to his delivery. The removal of this young bro- 
ther from the field of his labours, just at the mo- 
ment when he was beginning to gather in some of 
the fruits of his ministry, is one of those mysteries 
of a wise Providence which must remain inscrutable 
until they are explained by the revelations of eter- 
nity.— Presbyterian Advocate. 


Died, at Hoffman’s Paper Mill, near Parkton, 


Baltimore county, Maryland, on the 19th ult., 
JAMES R. SMEATON, a ruling elder in the Pres- 
byterian church at Parkton. It seldom falls to the 
lot of an acquaintance or friend to record what ap- 
pears a more melancholy event than the decease 
of this young Scotchman. He had for about thir- 
teen years resided in that neighbourhood, far from 
any Presbyterian church. After the organization 
of the church at Stewartstown, York county, Penn- 
sylvania, some eight or nine miles off, he connected 
himself with it, and was afterwards elected a dea- 
con, he continued to attend, though so far off, as 
punctually in all weathers as any member of the 
church. On the commencing of Presbyterian 
preaching at Parkton, being about four miles 
from him, he became a hearer; and when the 
building of a church was commenced, he con- 
cluded, being so much more convenient, to unite 
himself with them. At the organization of the 
church he was unanimously elected its ruling 
elder, which office he held but a year, wanting a 
few weeks, when he was taken hence. During 
the time that he was deacon and elder he main- 
tained a walk and conversation such as not only to 
be an example in the church, but to obtain a good 
report of those that were without. No man could 
have been more regular and attentive in the per- 
formance of the duties of his office, and few men 
could have lived in the midst of a community, 
where he was almost entirely alone in religious 
sentiment, and yet have sustained a character 
which compelled men of every denomination to say, 
whatever was his doctrine, he was a correct, up- 
right, and sincerely good man. From his youth he 
had been away from his mother’s house and the 
friends of his childhood, and had not a relative, it 
is believed, in the United States. Yet during all 
these years of loneliness among strangers, and 
away from the ordinances in which he had been 
instructed in childhood, he maintained his princi- 
ples, and lived under their influence, commending 
them as those which taught and restrained him. 
What encouragement to parents early to sow the 
ood seed of the word in the hearts of their chil- 

ren, not knowing where they may be, but having 
the assurance that God will watch over it and 
cause it to grow'! His death was occasioned, as is 
supposed, by his strict attention to the business of 
his employer, and his love for attending upon the 
preaching of the gospel. There was to be preach- 
ing on Saturday and Sabbath where he had been 
used to attend, and, to be able to do so without in- 
terfering with the business of the mill, he had 
worked until 12 o’clock on Friday night, when, it is 
supposed, he retired to-bed, which was in the same 
building. About two o’clock in the morning the 
mill was discovered to be on fire. He was either 
awakened by the alarm of those outside, or by the 
fire from within, and must have been in the act of 
coming down the stairs, which, it is believed, were 
not on fire above, but were burned below, and that 


in stepping on them they gave way, and he fell | 


into the midst of the fire below. From the posi- 
tion of the building and the fire, and where his 
body was found, there was no way for him to es- 
cape. Nothing further is known concerning him; 
his trunk, papers, books, every thing were entirely 
destroyed. How true the language of Scripture: 
‘¢ Behold, I come as a thief in the night.?? ‘In 
such an hour as ye think. not the Son of man 
cometh.”? ‘At midnight there was a cry made, 
Behold the Bridegroom cometh, go ye out to meet 
him.?? It is one event that happens to the righte- 
ous and the wicked. Death falls alike upon their 
bodies, but after death is the difference. How 
small a matter indeed is it where, or by what kind 
of death our bodies die! God carries his saints 
through fiery trials here, and has carried, and 
continues to carry, them to heaven as in a cha- 
riot of fire. Of these things we know not why in 
this life, but we shall soon know. The little 
infant church of which he was an elder, deeply 
feels the afflicting dispensation. God sent him 
to them for a little while, and has seen fit to 
take him away. To this church and other Chris- 
tians it is a solemn and impressive lesson to 
set their houses in order, not knowing what a 
day or an hour may bring forth. In the midst of 
our preparations to wait —_ God in his house, we 
may be called to worship him above. ‘‘ Be ye also 
ready.?? ‘* What thine hand findeth to do, do with 
thy might.””»—Communicated. 


' Died, at the Wyalusing Parsonage, Pennsylvania, 
on Tuesday, 8th ult., Mrs. CAROLINE COLT, 
wife of the Rev. Samuel Fisher Colt, in the 34th 
year of her age. Thus suddenly has death invaded 
a happy family, and answered their solicitous anti- 
cipations with a bitter bereavement. QO! how bit- 
ter! Yet they may be fully confident it is for her 
infinite blessedness. It is not meet they should 
sorrow as they who have no hope. Never have we 

articipated in a more affecting scene than that at 
See funeral: a beloved brother in the ministry, 
with his very aged mother, and his motherless 
children, struggling for Christian composure under 
a great affliction, and needing all that consolation 


he has so often and so happily administered to the 


sorrowful of heart. A large number of co-presbyters 
and devout men joined in the lamentation. The 
church, draped in black, was indeed “a house of 
mourning;’? filled to its utmost capacity, it could 
not contain near all that weeping congregation, to 
whom Mrs. Colt had become endeared as a Chris- 
tian lady and as a pastor’s wife. In that place of 
tears we saw the ‘‘ oneness of the body of Christ’? 
—the loveliness of Christian sympathy; ‘* if one 
member suffers, all suffer.*» Indeed, each one of 
al] that sad and silent crowd seemed to have been 
bereaved of a best friend, as, one by one, they 
stood beside the coffin of her who had been an an- 
gel of consolation to them all. A smile of grace 
dwelt on the still features—so holy, so calm was 
that perfect repose, that those who were weepin 
involuntarily checked the expression of their grief. 
Why. weep for her? Already had ‘‘she entered 
the rest of the pore of God.” Still we sighed 
as we looked upon the smitten, and thought of the 
many friende far away who would be stricken with 
ief by the tidings of her early departure. By the 
grace of God, her’s was a beautiful life. We 
would not intrude within that sanctuary of grief, 


that knoweth its own bitterness,”? 
Him who hath afficted to sustain end 
our warmest admiration of her Christian excellence 
will fal) coldly Be oo his heart who, better than all 
others, knew a appreciated her worth. But it is 
due ‘to the praise of that grace wherein she 
stood,”? to make more than passing mention of so 
exemplary a character. Mrs. Colt was born of pi- 
ous parents, and was in the Reformed Dutch 
Church. In early life she committed to memory 
the whole of that compend of religious truth, The 
Heidelburg Catechism, with its proof texts, and 
was able ever afterwards to readily refer to its 
teachings for her own comfort and for the edifica- 
tion of others. Converted in childhood, at the age 
of nineteen she made a public profession of her 
faith in the church of her native town, under the 
— care of the Rev. William R. Bogardus. 

hen led by the providence of God to exert all 
her influence in the Presbyterian Church, it was 
her joy to find an exact correspondence in faith 
and teaching, and she brought a warm heart and a 
well-stored mind to the sphere she filled. ‘Though 
Mrs. Colt’s constitution had been impaired by 
severe iliness in her youth, she was gifted with a 
buoyant and serene temperament, so that while her 
system would rapidly recover from dangerous pros- 
trations, her mind would as speedily riec from try- 
ing and agitating providences to unclouded cheer- 
fulness. Her piety was rather of the energetic 
than of the contemplative type; of quick percep- 
tions, untiring assiduity, aod of a ready mind, she 
was prepared to embrace and improve instantly the 
multiform occasions of usefulness. Thus was this 
sainted sister by natural temperament, pious edu- 
cation, and sanctifying grace, most admirably fitted 
to fill the happy and honourable position of a Pas- 
TOR’s wIFE. Though early called ‘‘to shine as a 
star’? above, she was permitted to accomplish 
much good, and to see valuable results of her la- 
bours of Jove in the several relationships of life. 
A dutiful daughter; a most affectionate sister; 
early bereaved of both parents, she readily took to 
her home and to her motherly heart a young brother 
and sister. An aged mother-in-law had received 
her kind attentions and cheerful care for years. 
Most fondly attached to her children, Mrs. Colt as 
a Christian mother was prayerfully anxious for their 
baptism by the Holy Ghost. Three are with her, 
and ‘‘ their angels always beholding the face of the 
Father;’? four are left to lighten a father’s grief. 
As a wife, she was all affection, full of sympathetic 
attention to the wants and wishes of her husband. 
As the pastor’s wife of one of the largest churches 
in the Presbytery, she was ready for every good 
work. Eminently a peace-maker—prompt adviser 


to heals 


| and aid, a ‘* helpmeet indeed’?—in all the trials of 


the varying and prostrating demands upon a pas- 
tor’s heart and health. Her rare beauty of person, 
grace of manner, and cheerfulness of disposition, 
rendered her a favourite with the whole congrega- 
tion, and endeared to numerous families in other 
churches. Mingling im the scenes of joy and sor- 
row in her husband’s parish, she strove always to 
leave some word for good. This was so charac- 
teristic that in an occasjonal or brief interview she 
sought always to improve it. Given to hospitality, 
the poor, the widow, and the orphan were always 
sure of a welcome at the parsonage. While de- 
voutly engaged in the holy sphere of her family 
and congregation, with an enlarged liberality she 
desired the extension of the Redeemer’s kingdom 
as the hope of the world. Strongly and steadily 
attached to the Boards of our Church, and to the 
Bible and Tract Societies, as the most prominent 
instrumentalities in the world’s evangelization, 
Mrs. Colt took especial interest in the Board of 
Education, and delighted to further the thorough 
education of pious and intelligent youth. Of a 
number who have shared at different times her hos- 
pitality and the benefit.of her efforts, she was per- 
mitted to know that several had been honourably 
graduated ; some have entered honourable profes- 
sions, and three are preachers of that glorious gos- 
pel which was her joy and her hope. Her last ef- 
fort out of the parsonage was an endeavour to se- 
cure a permanent annual subscription by all the 
ladies of the Wyalusing congregation, which she 
hoped might be large enough to constitute a scho- 
larship, by which at least one Christian youth might 
be sustained each year in his preparation for the 
ministry. She evinced a most lively interest to the 
last in the progress of the Collegiate Institute of 
the Presbytery being erected in Wyalusing, and 
which is so happily adapted to promote the interest 
of education and religion. The close of this beau- 
tifully consistent life of faith and love was ordered 
to be veiled in unconsciousness. But Mrs. Colt 
was fully prepared by the love of Christ shed 
abroad. our days before her decease she at- 
tended the preparatory lecture, but refrained by 
reason of her health from attending the Lord’s Sup- 
per; but she soon communed with her Saviour face 
to face, where she is *‘ for ever with the Lord.” 
DaRwWIN. 


Died, on Tuesday the 15th ult., at the residence 
of her grandson, T. S. Tallman, Nyack, New York, 
Mrs. ELLEN VANHOUTEN, aged 92 years the 
22d day of last February. ‘* Born of the ficsh? on 
the birth-day of the ‘* Father of his country,” she 
was born again ** of the Spirit? when at the age of 
about thirty—and from that period witnessed till the 
day of her death, during a pilgrimage of more than 
sixty years, a good profession. Being one of the 
original members of the Presbyterian church in Ny- 
ack when it was first organized, she was ever true 
to its interests and to those of her Redeemer. Re- 
markable for her strength of intellect and force of 
Christian character, Mrs. Vanhouten was no less so 
as a woman of prayer and a diligent student of the 
Scriptures. Her love for the word of God was in- 
expressibly great. It was no uncommon thing for 
her to be so absorbed in its perusa! for hours to- 
gether, as to be entirely unconscious of the en- 
trance of visitors. With the book before her eyes 
she was held as by a magnet. When her large 
Bible became too heavy for her aged hands to sup- 
port, she resolutely severed it with a knife into a 
number of minute divisions—thus obviating the 
difficulty. When the sight of one eye had left her, 
she still read as constantly with the other. And af- 
ter both these windows were darkened, she could, 
by turning her thoughts inward, reproduce from the 
memory, and then with great satisfaction meditate 
upon any detached or continuous portion of Scrip- 
ture that she wished—the Gospels, the Acts, the 
Epistles, and many books of the Old Testament, 
were in this way, most wonderfully at her com- 
mand. Jn her death, another link is broken which 
bound the present to a past age. And would that 
the number were not diminishing—thbrough an ever- 
growing worldliness— of those few Christians, who 
are mighty in the Scriptures.”? J. 8. D. 


TEACHER WANTED.—A good salary will be 
paid to a gentleman qualified to become an 
assistant teacher in a Classical School on the Ist of 
‘October next; and to one well qualified to teach 
the French Janguage also, a very liberal salary will 
be given. Applications, with testimonials, post- 
paid, addressed to the subscriber, will receive due 
attention. | B. F. STEM, 
aug 9—3t Fredericksburg, Virginia. 


ILMINGTON CLASSICAL INSTITUTE — 

OnE MILE From WItmiNncTon, Deta- 

WARE.—The duties of this Institution will be re- 
sumed on Monday, September Ist. — 

The Principal, having enlarged his accommoda- 
tions, and being now released from the charge of a 
church, will henceforth give his undivided atten- 
tion to the duties of his School. 

All the Branches necessary to prepare Youth, 
either for the Counting House or College, are 
taught in the Institute. Also the Modern Lan- 
guages, 

The following extracts, from unsolicited testimo- 

nials of patrons, are submitted merely as speci- 
mens. The originals may be seen by any desiring 
it. An ex-member of the United States Cabinet 
says: 
- §*T am not able to express all my thanks for your 
attention to the Boys. They have learned, and 
now love to Jearn. Their fondness for and attach- 
ment to you are such,.as give the best of guaran- 
tees for their future progress.”? 

Another gentleman in high official station says: 

‘¢]T have to express my thanks for your attention 
to my sons, and have only to regret I had not 
placed them at your Institution long since.’ - 

The Institution is conducted in accordance with 
the plan recommended by the General Assembly 
of the Presbyterian Church. 

For Terms, Circulars, &c. address post paid, 

Rev. S. M. GAYLEY, Principal, 
aug 9—6t 


Wilmington, Delaware. 


ITTELL’S LIVING AGE, No, 378.—Parice 12} 
cents.—Contents.—1. Travels in Central Asia 
—Westminster Review. 2. Standard of Agricul- 
tural Machines—Sp 3. Harriette ;*or the 
Rash Reply—Chambers’s Papers for the People. 
4. Maurice Tiernay, the Soldier of Fortune—Dub- 
lin University Magazine. 5. High Church Review 
on Dr. Chalmers—Christian Remembrancer. 6, 
Sway of Russia over Europe—Times. 7. Thacke- 
ray’s Fifth Lecture—Examiner. 8. New Books 
and Reprints. Poetry—Star in the West. Short 
Articles—Romish Priests in China; Effects of Soli- 
tude; Melchior Boisseree. 
Published weekly at six dollars a year by 
- LITTELL & Co., Boston, 
And sold by GETZ & BUCK, 
aug 9—It 


No. 4 Hart’s Building, Philadelphia. 

ISSES BUCK’S SEMINARY.— The Misses 

Buck, removing from the south-west corner 

of Broad and Chestnut streets, will resume their 

duties in the Education of Young Ladies, Spruce 

street, fourth door above Broad, north side, Phila- 

delphia, on Monday the Ist of September next, 

where every arrangement will be made for Board- 
ing and Day Scholars. 


_ > Particular attention will be given to the 
French and German Languages, together with the 
usual Ornamental Branches and Needlework. Ap- 
plication for the present can be made at Broad and 
Chestnut, Philadelphia. 

Rererences.—Rev. John Ludlow, D. D., Rev. P. 
F. Mayer, D. D., Rev.C. R. Demmé, D.D., Rev. H. 
W. Ducachet, D.D., Charles Vezin, Esq., James 
Dundas, Esq., George B. Wood, M.D.,. Profes- 
sor A. D. Bache, John K. Mitchell, M.D., Hugh 
L. Hodge, M. D., Hon.:W. M. Meredith, Profes- 
sor H. Vethake. ‘aug 9—2¢* 


REAT REDUCTION IN POSTAGE—YOUTH’S 
PENNY GAZETTE.—As this paper is usually 
taken by Schools or Companies, the price is put at 
Five dollars for rornty copies to one address, or 
124 cents per year. Single subscriptions twenty- 
five cents per year. Published every other Wed- 
nesday by the ae 
AMERICAN SUNDAY SCHOOL UNION, 
No. 146 Chestnut street, Philadelphia. 
We think it an excellent paper to be circulated 
in our Sabbath-schools.—New York Observer. 
It is just the thing for the childret of out Sunday- 
schoolse—entertaining, instructive, and adapted to 
to the cultivation of piety.—Christian Intellt- 


apnbat 


Postage on the Youth’s Penny Gazette.—Accord- 
ing to the construction pat upon the law by the 
Postmaster General, for any distance not exceeding 
50 miles, 2} cents a year; 50 to 300 miles, 5 cents 
a years 30049 1000 miles, 7} cents a year; 1000 to 
2000 miles, TO cents a year; 2000 to 4000 miles, 


' 12} cents a year; over 4000 miles, 15 cents a year. 


Subscriptions received at No. 146 Chestnut street, 
Philadelphia, and No. 147 Nassau street, New York. 


aug 9—3t 


only praying | 


SYNOD OF BUFFALO—The Synod of Buf. 
falo will hold its annual meeting in the 'Presbyte- 
rian church in Vienna, Ontario county, New York, 
on the third Wednesday (20th) of August, at two 
o'clock, P.M. Jounx Loup, Stated Clerk. 


PRESBYTERY OF BALTIMORE.—Mem- 
of the Presbytery of Baltimore entitled to re- 
the General Assembly will 
at Oxi in Balti No. 2 
Taomas E. Pack, Stated Clerk. 
HUNTERDON COUNTY BIBLE 80CIE- 
TY.—The Annual Meeting of the Hunterdon 
County (New Jersey) Bible Society will be held 
in the Presbyterian church of Flemington, New 
Jersey, on Friday the 15th inst. at eleven o'clock, 
A.M. The meeting is to be opened with a sermon 
by the Rev. Dr. Watson, or in case of his absence, 
by the Rev. J. Van Liew. 
PRINCETON THEOLOGICAL SEMINARY. 


—Class of 1847.—The Princeton Theological 
Seminary, Class of 1847, are requested to commu- 


cate to the Registrar of the Class their present and. 


intended location, and also information of others of 
the Class, that the Register may be complete. Ad- 
dreas Princeton, New Jersey, 

Russat G. Wittiams. 


— 


BOARD OF DOMESTIC MISSIONS.— A 
Stated Meeting of the Board of Missions will be 
held on Monday afternoon next,- 11th inst., at 
four o'clock, at the Mission Rooms, No. 265 
Chestnut street, Philadelphia. 

A. Sruinoton, Secretary. 


NEW ALBANY THEOLOGICAL SEMI. 
NARY.—The next session of thia Institution opens 
on Monday, the Ist of September, and closes on the 
last of April. The tuition is free to students of all 


evangelical denominations. ‘There are already three. 


Professors, and a fourth has been elected. 
boarding can be had at $1.50 per week, with a 
charge of $8.00 for use of the rooms, and contingent 
expenses. Rev. Henry Maltby, of Oxford, Ohio, 
has received and accepted the appointment of 
Financial Agent, for collecting the outstanding 
debts, obtaining funds for building and Kbrary, 
and the completion of the endowment of the In- 
stitution, and will enter upon the Agency about 
the Ist of October. Mr. Maltby is an excellent 
preacher and good business-man, and it is fortu- 
nate for the Seminary that his services have been. 
secured at this juncture. 

It is very desirable that all students, intending 
to enter, should be present at the opening of the 
session. W. W. Hint, Secretary. 


ELEVENTH CHURCH.—The Rev. Dr. John 
C. Backus of Baltimore, Maryland, will preach in 
the Eleventh Presbyterian church, Vine street above 
Twelfth, Philadelphia, (Rev. Mr. Miller’s,) to-mor- 
row (Sabbath) 10th inst. in the morning at half-past 
ten o'clock, and in the evening at eight o'clock. 


Good 


FOURTH PRESBYTERIAN CHURCH.— 
The Fourth Presbyterian Church, corner of ‘Twelfth 
and Lombard streets, Philadelphia, will be open for 
service to-morrow (Sabbath) 1Uth inst. at half-past 


ten o'clock, A.M. and at eight o’clock, P.M. 


ACKNOWLEDGMENTS, —The undersigned 
acknowledges the liberality and kindness of his 
congregation in making him an Honorary Member 
for life of the Presbyterian Board of Foreign Mis- 
sions by a contribution of $30; and also by the pay- 
ment of $50, an Honorary Member of the Presby- 
terian Board of Domestic Missions. ‘Thus again 
have this people, in showing a supreme love to the 
Master, laid a new obligation for gratitude on one 
who is their “ servant for Christ’s sake.” 

J. 8. Davison, 
Pastor of the church at Nyack, New York. 


The undersigned desires, through the medium of 
the Presbyterian, to express his grateful acknow- 
ledgments to the people of his charge in Hunting- 
don, Pennsylvania, for the unmerited proofs of 
their regard, afforded by their constituting him a 
Life Member of the Board of Missions, by the con- 
tribution of fifty dollars and upwards: also a Life 
Member of the Sabbath Association by the contri- 


bution of twenty dollars; and a Life Director of — 


the American Tract Society, by the contribution of 
fifty dollars; together with his earnest and con- 
tinued prayer, that the windows of heaven may be 
opened, in still richer returns of covenant blegs- 
ings upon their families, ; 
P, Hawes, 


OUNG LADIES’ INSTITUTE, No. 583 Vins 
STREET, ABOVE SCHUYLKILL SEVENTH STREET, 
(North side,) ANNA 
WILLIAMS, Principal—Mr. Georce F. Movt- 
ton, A.M.,; Teacher of Polite Literature—Prof. Dre 
Leo. De Lacuna, Teacher of Modern Languages. 


—This Institute will be re-opened on Monday the 


Ist of September. The Pupils of this Institution 
will be instructed in the usual Branches of an Eng- 
lish Education, including Algebra, Geometry, Phy- 
siology, Chemistry, Rhetoric, &c. The year wiil 
consist of two Sessions, of tive months each, com- 
mencing the first Monday of September and Febru- 
ary. No Pupil received for less than one Term. 
Payment twice a year, in the middle of each Term. 
Fuel for the season, 75 cents. 

-‘Tenms—Per Session of five months, Senior De- 
partment, $25; Second Division, $20; Third Divi- 
sion, $16; Junior Department, $10. Drawing in- 
cluded in the course of study without extra charge. 
Particular attention devoted to exercises in Com- 

sition., Music on Piano, $20 per Term. The 

ours of Instruction in the Senior Department, from 
9 A.M. until 2 P.M. Forthe Junior Department, 
from 9 A.M. ‘until 12, and from 24 P.M. until 
4} P.M. 

Rererences.—Rev. W. L. McCalla, Rev.C. W. 
Shields, Rev. John Miller, Rev. W. W. Ches- 
ter, D.D., Rev. T. L. Janeway, D.D., Mr. Joseph 
P. Engles, Dr. Samuel Moore, Job R. Tyson, Eaq., 
J. J. Barclay, Esq., Hon. Joe! Jones, 

aug 9—4t 


ASHINGTON COLLEGE, LEXINGTON, VIR- 
VV. GINIA,—The duties of this Institution will 
be resumed on September Ist, and it is greatly de- 
sired that students be punctual to a day. The 
standard of mental and moral training is identical 
with that of the best Colleges in our country, and is 
rigidly adhered to in practice. The recent Bacca- 
laureate ie an exposition of our system and defence 
of the Curriculum in general; and may be had by 
transmitting its price (12; cents single, or $1 per 
dozen) in post office stamps, or money. A Catalogue 
will also be: sent, to such as may request it. / 
Public examinations are held at the middle and 
close of the session. These are full and rigorous, 
and are attended by a Committee of the Trustees, 
and as many other literary gentlemen as we can 
induce to devote the time to it. The gradings of 
these examinations, combined with those of the 
whole year, fix the relative standing of the students, 
and constitute the basis on which, as to the Senior 
Class, the honours and Robinson Gold Mcdals ure 
awarded. For further information apply to 
aug 9—4t GEO. JUNKIN, President. 


ALUABLE ENGLISH BOOKS—X> List No. 3. 
—Recently received from Auction and for sale 
- A. P. BURT, at the cheap prices annexed, 
No. 7 Baltimore street, near the Bridge, Baltimore, 
Maryland.—Noble Deeds of Women, or Examples 
of Female Courage, Fortitude, and Virtue, by 
Miss Starling, 12mo, 75 cents. Taylor’s History 
of the University of Dublin, its Origin, Progress, 
and Present Condition, with Biographical Notices 
of Eminent Graduates, &c., 8vo, illustrated, $1.50. 
Fanaticism, by Isaac Taylor (of Ongar,) 12mo, $1. 
Saturday vening by the same, 12mo, $1. Ele- 
ments of Thought, by the same, 12mo, 63 cents, 
Giles Terrence, thick 8vo, $1.25. Todd’s Anato- 
my of the Brain, 8vo, $1. Turobull’s Travels in 
Cuba, with an account of Porto Rico, 8vo, maps, $1. 
Turrettini*s Theology, 4 vols. 8vo, $7.50. Wit- 
tock’s Miniature Painter’s. Manual, containing Pro- 
ressive Lessons in the Art of Drawing and Paint- 
ing Likenesses, 7 coloured plates, 12mo, 75 cents. 
Wood’s Lectures on the Principles and Practice 
of Perspective, as delivered at the Royal Institute, 
corrected and revised quarto, with numerous en- 
ravings, $2. Wood’s Treatise on Railroads and 
terior Communication in General, 3d edition, 13 
large plates and numerous wood cuts, thick 8vo, $2, 
Xenophon’s Whole Works, translated by Spelman, 
thick Svo, $2. Scripture History for Youth, 2 vols, 
(Old Testament complete,) containing 160 fine eteel 
engravings, scarlet cloth, gilt edges, $2. Barclay’s 
Universal ‘Dictionary, quarto, $2. Pictaresque 
Sketches of Greece and Turkey, by Aubry De 
Vere, 2 vols, post 8vo, $1.25. Duncan’s (Sir John) 
Travels in Western Africa in 1845 and °6, with por- 
trait, 2 vols, post Svo, $1.25. Ellis’s (Sir H.) Ori- 
ginal Letters, illustrative of British History, in- 
cluding numerous Royal Lettets from Autographs 
in the British Maseum, with portraits, 4 vola. 8vo, 
$3.50. Dr. Johnston, his Religious Life and Death, 
post 8vo, $1. Saranak, its Inhabitants and Prodac- 
tions, fine steel plates, Svo, $1. A Pilgrimage to 
the Land of My Fathers by Rey. M. Margolioatt, 
2 vols. 8vo, illustrated, $2.50. Poco Map’s Scenes 
and Travels in Spain from 1835+ to 1840, with 
plates, 2 vols. 8vo, $2. Pierce’s Memoirs and Cor- 
respondence of the Marquis of Wellesley, 3 vols. 
Svo, $2.50. Travels in the Great Desert of Sah 
in the Yeare 1845 and °6, illustrated. with maps 
plates, by J. Richardson, 2 vols. 8vo, $2. A il- 
rrimage to the Temples and Tombs of Egypt, Nu- 
tod Palestine in 1845 and with plates, 2 
yols. Svo, $2. -Thompson’s Memoirs of the Ja- 
cobites of 1715 and °45, with steel portraits, 3 
vols. 8vo, $2.50. The Pictar e Antiquities of: 
Spain, with illustrationa on steel, by N. A, Wells, 
royal 8vo, $2. Wright’s England under the House 
of Hanover, its History’and Condition, illustrated 
from the Caricatures and Satires of the aay 4 oes 
8vo, $3.50. The Rhone, the Darroir, and the Gaa- 
Ma. Romer, with platen, vole 
vo, $2. 


List to be continued. BUR 
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sug 


more, Mar 


al 
acchief tr Duketown; nese Old’ | «Every 
of Mr. Anderson, of tne United’ Presbyterian | 
4 ting from .Cigita Vecchia, srye:—« Aside 
rom those in fleecing us, saw but’ 
serge. men in Civita Vecchia, or. 
q > 
| 
j 
| 
ta 
t 
tg 
| 
| 
| 
| i 
ru 
: 
| 
ia 
¥ 
| | 
yhe excitement created since the fire, says the. | 
Geltfornia Courier, against the numerous des- 
peradoes living among us, has resulted -in a de- 
the part of our citizens to pre- 
vent the lunding-here of more persons ftom the 
English Banal produce tes- 
: timonial of character.. The. Vigilance Commit- : 
: tae, and-their doings. generally, have been sus- 
tained by the community. Previous to the fire 
there was for all kinds of 
goods, but the fire completely unsettled the 
The accounts from the mines and 
acers are very encou -_The prospect of 
| en- 
ornta says r-city is | 
geting up again ver Two hundred “build- 
executed.:.A row: had occurred among the 
mines, near Carson’s diggings, ia. which two 
Amerieans.and..three. or. four Mexicans were 
killed, Quite a:darge..company: of sMormons 
from. Salt Lake.Velley, had.arrived atthe Loe mencer. 
Conan: wo ‘arrivals at 
4 -@harleston,': with vices from -Havana, 


‘benefit of pre-paym 


‘the office of publication, and not from 


- aet-of March, 1825, to pay one quar- 


Why do you td 
love it for ith 


TF 


ifs nett 
On every page displayed ; 
hete may learii’ 
love it for the revealed 
By God to sinful man ; 
1 love it for the promise sealed, 
Redemption’s finished pian. 
‘Toye it for the hope it 
Bright hope that soars:on high 
feasts my ravished goal on joys, 


That pever, never die. | 
I love it for those glowing lines” 
_ That Gaviour's love, 
Tell how lie suffered for our sins, 
And pleads forusabove. 
Meth. Sunday School Ado. 
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NEW PosTAGE Law. 


isions under the New Postage Act. 
Genel! nee 
| Orrics DerarTMENT, 


The postage on all bownd books and’ 
on all printed matter, except newspa- 
pers and pertodt ished at inter- 
vale; not exceeding three months, and 
“sent from the office of publication to 
and bona fide subscribers,’ is re- 
quired by law to be pre-paid. Bes: 
If the amount paid and marked on 
such printed matter is not sufficient to 
pay the whole postage due, the excess 


of weight beyond that paid for is to be 
charged with double the rate which 
woul 


have been charged if pa 
and the postage on such excess collect- 
ed at the office of delivery, = 

If by the neglect of a postmaster | 
such matter is sent out without any. 

re-payment, the double pre-paid rate 
be collected on delivery. 

Postage must be charged on all let- 
ters and other matter according to the | 
distance or the route Cates they are 


¢onveyed; and this (unless otherwise, 
irected by the sender) must be the 
route by which they will soonest reach 
their destination, although that may not 
be the shortest route. Postage should 
be charged by postmasters according to 
the tabular statements of the rates of 
postage, both foreign and inland, which 
ave been lately forwarded to every 
postmaster in the United States. 
Subscribers to periodicals, to obtain 
the benefit of the provision im regerd 
to pre-payment, must pay the full quar- 
ter’s postage before the delivery of the 
first number, when there are several 
numbers to be delivered during the 
quarter.. If, by reason of any increase | 
in the size of the periodicals or other- | 
wise, it shall appear that the whole 
quarter’s postage was not so paid in 
advance, the -subscriber will lose the 
ent, and the num- 
bers received during the whole quarter 
will be charged with the double or un- 
paid. rate, and the subscriber will be 
credited with only thé amount paid in 
advance. 
Under the provisions of the 2d sec- 
tion of the new postage act, no news- 
papers other than those published weck- 
ly ONLY are entitled to circulate free of 
postage in the counties where publish- 
ed. The office of publication is the 
office where the néwspaper is printed, 
and there can be no other. office of pub- 
lication in another county for the pur- 
pose of securing an additional free cir- 
In determining néwspaper postages, 
the distances are to. be computéd from 


the county line of the county in which 
the paper is published; and the dis- 
tance is also to be computed over the 
route on which it is carried. ie 
Newspapers published weekly only in 
a county adjoining the Canada line may 
be sent free to Canada, provided they 
do not leave the county of publication 
until they cross the line into Canada. 
When such bepers are sent out of the 
county where published, to be delivered 
from & post office in an adjoining coun- | 
ty-in the United States, no matter how 
short the distance, full postage must be 
chatged. 
' Newspaper publishers may send ‘and 
receive their exchange newspapers to 
and from Canada free of charge. 
Publishers of newspapers, pamphlets, 
periodicals, and magazines, under the 
rovisions of the second section of the 
ni law, may interchange their publi- 
cations reciprocally free of postage, 
provided publications do not éx- 
ceed sixteen ounces in weight. Such 
interchange must be confined to 4 sin- 
le copy of each publication; but is not 
imited to an exchange of newspaper 
for newspaper and periodical for /peri- 
odical; but publishers of newspapers 
have the right to exchange with pub- 
lishers of periodicals. under the late act 
of Congress. Such one may also 
enclose in their publications the bills 
for subseriptions thereto without an 
additional charge for postage; and this 
privilege extends also to the trans- 
mission of a receipted bill after the 
same has been paid. : 
A newspaper is not a periodical 
within the meaning and intent of the 
provision which requires the postage on 
eriodicals to be paid in advance, and 
eclares that the postage thereon shall 
be‘ one-half of the’ rates previously 
specified in the second section of the 
act; but all subscribers to newspapers 
were and still are required by the pro- 
visions of the thirtieth section of the 


ter’s postage in advance; by so doing, 
however, they are not entitled to have 
the postage reduced below the estab- 
_ The postage on newspapers we 
less than ounces, the 
office of publication to actual and bona 
Jide subscribers,” is fixed by law by the 
quarter only, and is required'to be ‘paid 
in advance. Hence, no person can bé 
considered an actual and dona fide sub- 
ecriber to & entitled 
stage thereon of the quarterly 
Fates, who shall bnly take 
per for a less time than three mont 
ctual and bona fide subscribers to pz 
hange their residence temporarily, may 
harg their papers sént without. pre-pay- 
inent, but must pays 
jh ddvance.at the ‘office of delivery, or 
else: pay the unpaid transient. rate. 
“Publishers, candct send specimen 
nambers of :their peers to postmasters 


ana others (as has been much practised 

the postage thereon. 

th 


e'form:end some .of the the 
racthfstios of ‘a newspaper, pritited for 


‘| persons not actual and: 


| papers, periodicals, and other matter 


| and have the benefit of the advance 


from the publishers weekly newspapers 


will be justified in refusing to deliver 
them. . He should, in such cases, in- 
form the publisher of his determination 


such papers for the convenience of the 
publisher or subscriber, he cannot 


spect, and deliver such few papers as 
may be sent to their offices for the con- 


er should perform. 


| WRITERS FOR NEWSPAPERS. 


subjects of interest.” 


| the village, where she finally found the 


oftheir “advertisements for’ sapport, 
cannot be sent. by mail Q 
»fide’ sub-" 


scribets upon the footing, of newspa- 
pers “‘sent from the: office'of publica- | 
tion td actial and bona fide subscri-. 
bers,” but .mast be-charged with the: 
transient rates, which niust be collected’ 
at the mailing office... To entitle actual . 
and bona fide subscribers to a redaction 
in’ the rate of, postage on periodicals. 
sent them from the office of publication, 
payments must be made by them in 

vance at the post office where such 
publications are to be delivered. 

The United. States postage on news- 


not chargeable with letter postage, 
when sent out of the United States, 
must be pre-paid to the full rate. | 
«Publishers: of periodicals may pre-' 
y the postage on their issues, but can. 
ve no. deduction of postage on ac- 
count of such pre-payment. When a 
published..only quarter- 
y, the actual and bona fide subscriber 
for such periodical may pay in advance, 


payment, provided he pays to the post- 
master at the office where he is to re- 
ceive the periodical before its delivery. 
If a periodical is published less fre- 
quently, the Fi stage must be pre-paid, 
and at the full rate. | 
Postmasters'are not bound to receive 


published in the city, town, or village 
where the post office is kept, and de- 
liver them to subscribers calling at 
their office for them. The right to 
“circulate in the mail within the coun- 
ty where published’ does not impose 
on postmasters the duty of receiving 
and.delivering papers which do not go 
into thé mail; and where a publisher 
seeks to throw upon the postmaster the 
labour of delivering his papers, for the 
purpose of relieving him from the ex- 

nse of their delivery, the postmaster 


not to receive such papers. : 
If a postmaster receives and delivers 


charge any postage thereon; and the 
Department desires that postmasters 
Should act with courtesy in this re- 


venience of. the subscriber; but they 
are not expected to teceive them when 
the number is such as to indicate that 
it is the intention to throw upon the 
postmaster a labour which the publish- 


Foreign newspapers re-mailed, or 
first mailed in this country, must be 
charged with the rate for transient pa- 
pers, which must be pre-paid. 

 N.K. Postmaster General. 


The correspondent at Paris of the 
New York Commercial Advertiser 
makes the following remarks in a let- 
ter descriptive of French newspaper 
literature: 
©The effect of the law requiring each 
newspaper writer to sign his articles 
has not been what was predicted by the 

ress. No bad consequence has fol- 
owed. Great decency of tone has been 
introdueed, and the political articles 
are prepared with still greater care. 
The necessity each journal is now 
under to publish the names of men of 
character and ability among its editors, 
and the unwillingness of such men to 
expose themselves to danger by impru- 
dent articles, or to discredit by false 
ones, have certainly contributed to the 
elevation of the press. Several men 
of talent, heretofore hid in the obscu- 
rity of the columns of a large journal, 
have established their reputations on 
solid bases. There is also more liberty 
of initiation allowed to individuals; 
being personally responsible for their 
articles, they enjoy the liberty of say- 
ing what they think in their own way,/ 
without regard to the political direction’ 
the proprietors wish to give to the 
journal. 

- “Each of the principal papers has_ 
from twelve to fifteen editors, among 
whom the different departments of la- 
bour are distributed. La Presse em- 
ploys as regular editors fifteen of the 
ablest writers of the capital. These 
meet at a certain hour of the day, in 
order to hear such articles as are con- 
sidered important, and discuss the line 
of policy to be pursued in regard to 


THE PARTIAL CAT. 

The story of ‘ The Religious Dog,”’ 
in the Congregationalist of September 
27th, 1856, brought to my remem- 
brance a scarcely less remarkable cat, 
that recently belonged to an aunt of 
miné, from whose lips I had the fol- 
lowing and many other interesting de- 
tails. Now my aunt is one of the best 
of women, the widow of a clergyman, 
not a hundred miles from Boston, who 
would not for the world state what 
was not true, and her cat, if not “re-. 
ligious,” was a great favourite in the 
family, and endowed with some quali- 
ties not usually credited to her humble 
species. 

Puss, at one time, had a very interest- 
ing family of little kittens. They were 
all bright and active, but one of them 
was observed to have a greater re- 
semblance to its mother than the rest, 
and was indeed the prettiest kitten of 
the whole, and the mother showed a 
peculiar attachment to it. A neigh- 
bour begged one of them of my aunt, 
and, being allowed her choice, selected 
the favourite, and carriedit home. All 
this occurred in the absence of the fe- 
line mother, who, on her return, evi- 
dently observed with concern the ab- 
sence of her pet. She immediately 
commenced searching the house and 
out-buildings; insisted-on having the 
doors 6pen for her admission to all the 
rooms in the House, when satis- 
fied that it was not on the premises, 
she instituted ‘a similar search through 
the heighboarhood. Occasionally’ she 
would return.to her remaining little 
onés for the purpose of meeting their 
demands on her for nourishment, and 
then she ‘Would again renew the search 
for her lost favourite. Having explored 
the premises of all the near neighbours, 
she at lengttrénteredl the last house in 


object of her long and persevering pur- 


fod ‘it, snd then, ‘mych to ‘the 
her ‘departare, leaving the ‘kitten ‘be: 


the’ ‘am to" have the mother’ 
and all her progeny quartered upon me. 

This, however, was-not the intention of . 
the ost; for, after caressing the kitten, 
she had. brought foria few moments, 
took the other in her mouth and carried 

it to its‘former home, and never after- | 
wards visited the one she .had given in 

exchange for it.—Congregationalist. 


THE CITY OF VENICE. 
A foreign correspondent of the New 


following sketch of this famous city: 


Venice is a labyrinth. There is no 
city like it in the world. It always was 
an unintelligible place, and is still unin- 
telligible. It contains a population of 
one hundred and fifteen thousand in- 
habitants, located in twenty-seven thou-. 
sand nine hundred and eighteen houses... 
There are one-hundred and twelve reli- 
gious establishments; though at one pe- 
riod there were no. less than two hundred 
and twenty-eight. Of bridges, chiefly 
of marble, there are three hundred and 
six,. and small communicating streets, 
no less than two thousand one hundred: 
and eight. The city is seven miles in 
circumference. The grand canal is 
nearly three hundred feet wide; and 
other canals are wide enough, but the 
widest street is not more than ten or 
twelve feet from house to house, and 
the majority do not exceed eight. 
Horses are unknown, and the largest 
animal to be seen is a dog. | 

‘“The foundation of this city was 
commenced in 402, when the Venetians 
fled to the Lagunes, before the invading 
army of Arlic, the Goth. The city is 
built upon 72 small islands, with pile 
and stone foundations, for the buildings. 
The church of Santa Maria de la Salute 
was constructed in 1531, as a monu- 
ment of thanksgiving for the cessation 
of a great pestilence, and rests upon 
1,200,000 piles. This church contains 
125 statues. | 

‘‘The canals are traversed by gon- 
dolas, a species of canoe, 25 feet long, 
with a cabin in the centre, sufficiently 
spacious for the accommodation of from 
five to ten persons. These gondolas 
and their furniture and equipage are 
all black, and when they move upon the 
water they have the appearance of float- 
ing hearses. The black cloth thrown 
over the cabin top is fringed with tas- 
sels, and exactly resembles a furniture 
pall.”’ 


A GOOD SIGN. 


The New York Mirror says that the 
Bar is fast losing its attractions to the 
young men of that city, and that “‘there 
are now thirty young gentlemen that 
have received liberal educations, who 
are serving their ‘times’ as se PR 
architects, carpenters, &. In a few 


will have the most accomplished mecha- 
nics in the world. A new class is 
springing up, who will put the present 
race of mechanics in the shade. The 
union of a substantial education with 
mechanical skill will effect this. In- 
deed, already we could name some me- 


cians, acquainted with French and Ger- 
man, and able to. study the books in 
those languages connected with their 
vocations. eretofore, fond fathers 
were wont to educate their sons as doc- 
tors or lawyers, to insure their respec- 
tability and success. That day is pass- 
ed. echanics will now take the lead, 
and in a few years will supply the larger 
portion of the State and Federal Gov- 
ernments.” 

We are inclined to class the above 
among the signs of “the good time 
coming ;’’ for, of course, no lawyers or 
doctors will be needed during the mil- 
lennium, and, as we approach it, their 
number must become; therefore, less 
and less. 


— 


1 The Jug with the Bottom Out. 


} In one of Dr. Tyng’s travels he had 
met with an emigrant journeying with 


his family to the fertile regions of the 


Mississippi. He had all his worldly 
goods packed on wagons; and on one 
wagon there hung a huge jug with the 
bottom knocked out. He asked him 
why he carried that with him. ‘Why,” 
said he, “that’s my Taylor jug.” 
“And what is a Taylor jug?’ asked 
my friend. “Why,” said he, “I had 
@ son with General Taylor’s army in 
Mexico, and the old General always 
told him to carry his whiskey jug with 
a hole in the bottom; and since that I 
have carried my jug as you see it, and 
I find it is the very best invention I 
ever met with.” 


AGRICULTURAL GEOLOGY. 


No class of the community have 
an equal interest in geology with far- 
mers. No science is so interesting to 
farmers as geology, in connection with 
chemistry. The two sciences cannot be 
separated and justice done to either. 
While the elements of our globe, espe- 
cially of soils, require chemical tests to 
determine their character, these very 
elements are absolutely essential for 
experiments to determine the funda- 
mental principles of chemistry. Oxy- 
gen, the most powerful chemical agent 
in creation, is also the most abundant 
material in rocks and soils. The one 
as an element, the other as an agent, 
are alike essential to each other, and 
both indispensable, as at the foundation 
of all agricultural science. 

A knowledge of each is as feasible 
as it is important, entirely within the 
comprehension of a child six years old. 
Each is science of facts more than 
of abstract reasoning—of facts, too, 
equally delightful and instructive to 
every young mind. 

Take an example: the child has placed 
before him two glass tumblers—the one 
containing quartz, the other lime, or 
sand and chalk. The name of each is 
as readily learned as the name of iron, 
lead, gold, tree, horse, or any other 
object in nature or art. Into each 
tumbler is poured some sulphuric or 
muriatic acid. In the tumbler of lime 
the pupil observes an action—in that 
of quartz no action. He is told that 
this action is called ‘effervescence. He 
hence learns to recognize lime and 

artz, and the more certainly from 
the recollection that the one effervesces 
with acids and the other does not. 
‘Here is an‘ example of geology and 
chemistry, alike useful to the farmer 
and interesting to the farmer's child or 
any.child. The-same simplicity and 
diregt -fondamental ‘instruction ‘rans 
through the whole of both of these ex- 


guit, She caressed it with every mani- 
festation of maternal fondness and de- 
ligt 

of the lady. of the Mbuse, took 
hind.. She was not, however, long 
absent. Ina few hours she returned, 


éeedingly practical sciences. | 


York Commerciat Advertiser gives the | 


forces. 


years,” it continues, ‘‘the United States | 


chanics who are excellent mathemati- 


taic'pile, feeding its own fires 


The idea is:prevalent’ in some com- 
ninnities, that young men are unfit for 
generals. or statesmen, and that they 
must-be kept in the background until 
their physical strength is impaired by 
Ee and their intellectual faculties 

ecome blanted by years. Let us look 
to the history of the past, and from the 
long list of heroes and statesmen who 
have nobly distinguished themselves, 
we will find that they were young men 


who performed those acts which have 4 
won for them an imperishable meed of. 


fame, and placed their names high on 
the page of history. Alexander, the 
conqueror of the whole civilized world, 
viz: Greece, Egypt, and Asia, died at. 
33° years of age. Bonaparte was 
crowned Emperor of France when 33 
years of age. Pitt, the younger bro- 
ther, was om 20 years of age, when, 
in Britain’s' Parliament, he boldly ad- 
vocated the cause of the American 
colonies; and’ but 22 when made Chan- 
cellor of the Exchequer. Edmund 
Burke, at the age of 25, was the First 
Lord of the Treasury. Our own Wash- 
ington was but 25 when he covered 
the retreat of the British at Brad- 
dock’s defeat, and was appointed Com- 
mander-in-Chief of all the Virginian 
Alexander Hamilton, at 20, 
was a Lieutenant-Colonel and Aid to 
Washington; at 25 a member of Con- 

ress, and at 382 Secretary of the 

reasury. Thomas Jefferson was but 
23 when he drafted the ever memorable 
Declaration of Independence. At the 
age of 30 years, Sir Isaac Newton oc- 
cupied the mechanical chair at Cam- 
bridge College, England, having by his 
scientific discoveries rendered his name 
immortal. 


Howard’s Notions about Property. 

Howard entertained what msy be 
thought, by some, very strange notions 
about property—notions which would 
find little favour with some of the 
State philosophers of these days—and, 
which is more pertinent to the matter, he 
acted on them. In the first place he did 
not believe that the wealth he inherited 
from his parent was entirely his own, 
or that it could be altogether made use 
of as his personal caprice might sug- 
gest. He rather looked upon it as a 
deposit which Providence had entrusted 
to his keeping for the common benefit 
of mankind. He no more believed that 
he was at liberty to waste it upon his 
individual gratifications, than a banker, 
in whose hands it might have been 
placed, would have been. It must be 
allowed that these were very extraordi- 
nary heresies for a man who had re- 
ceived his commercial training in Wat- 
ling-street—heresies, some will think, 
subversive of the very principles of 
economical science; but they arose from 
studying the Bible.—Dizxon’s Life of 
Howard. 


HEART WORK. 

Heart work is difficult work. Heart 
work is hard work indeed. To shuffle 
over religious duties with a loose and 
heedless spirit will cost no great pains; 
but to set thyself before the Lord, and 
tie up thy loose and vain thoughts to 
a constant and serious attendance upon 
him, this will cost thee something. To 
attain a facility and dexterity of lan- 
guage in prayer, and put thy meaning 
into apt and decent expression is easy; 
but to get thy heart broken for sin, 
while thou art confessing it; melted 
with free grace, while thou art blessing 
God for it; to be really ashamed and 
humbled through the apprehensions of 
God’s infinite holiness, and to keep thy 
heart in this frame, not only in, but 
after duty, will surely cost thee some 
groans and pains of soul. 


— 


Iee Produced by Steam Power. 


Mr. Thomas Masters, of the Royal 
Polytechnic Institution, Regent street, 
London, the inventor of various inge- 
nious machines for freezing, has an 
apparatus at the Exhibition capable of 
freezing upwards of one hundred quarts 
of dessert ices (six different sorts are 
produced in one machine) every fifteen 
or sixteen minutes, of a perfectly 
smooth quality. The machines are 
also made to produce cylinders of solid 
ice, sufficiently large to hold decanters’ 
of water and many bottles of wine. 
These cylinders are made in the form 
of castellated towers, and have a very 
novel appearance. ‘The converting 
steam or vapour into snow may also be 
effected by this machine, and in this 
way a whole room can be easily cooled 
down in the hottest weather. The pa- 
tentee’s smallest machines, of which 
there are several exhibited in class 22, 
are calculated for use ia a small family 
or bachelors’ chambers. The cost of 
turning pure water int» ice is said to 
be less than what it mn be purchased 
for at the ice houses. 


Confiagration of the Globe. 


- It is the teaching of divine revela- 
tion that the earth in ts present state 
and form is not only io have its last 
day, but that on its las; day it is to be 
subjécted to the orded of fire. That 
there is no absurdity orimpossibility in 
the thing predicted, even without the 
interposition of a mirale, Dr. Green 
shows by deductions fmm the science 
of geology. | 
7 i observations made in more 
than three hundred ples in different 
portions of the globe, itwas found that 
the degree of mternal heat increased 
as you descend at the rde of about one 
degree of Fahrenheit forabout every 45 
feet. Supposing it to increase in the 
same ratio, at the depth ¢ 24 miles, the 
heat would be sufficient t melt iron, or 
any known substance. nd this inter- 
nal heat be the cause wiat it may, is 
the source of all the grat changes oc- 
curring on the surface ofthe earth, and* 
sufficiently accounts for the volcanic 
strata which are found 3000 feet above 
other rocks on the tops >f mountains. 
The mountains. thrown up by volcanoes 
in South America, Lyell estimates as 
equal to 363 millions of tie largest of 
the Egyptian pyramids, md displaced 
beneath the surface of the earth an 
amount of matter that could not 
a by all the sediments fr e 
anges in 1800 years. Avsingle erup- 
tion of the volcanic mountain of Jokul, 
in Iceland, threw out. a stream of lava 
90 miles long; and on ‘an iverage 15 
milés broad, ‘and 150 feet deep, and 
would have covered to the dépth of 40 
feet 7000 square miles. As ». conclu- 
sion ‘ftom these, ‘and many other like 
facts, Mr. Lyell says that the earth 
thus undermined must ultimately care 
in. If. the earth-then, be a geet vd- 


chem- 
cal decomposition, and'the wate: of the 
ocean is decomposed into its own ele 
ments of oxygen and hydrogen, whea 
the final conflagration comes, it' vill be 


only the 


turns than any other. 


‘result of agencies which are | 
now at work in the earth, and Mr. Lyell 

might well exclaim in the words of 

Pliny, that:it is a wonder a single day 

should pass without a universal confla- 
gration. 
GAS LIGHTS. 

An improvement in the method of 
lighting with gas has recently been an- 
nounced in Paris, which promises to be 
of importance. It has been used with 
success in the office of the Press, and 
excites the admiration of all who see it. 
The light proceeds from a small vessel 
provided with tubes, which sends forth 
long jets of flame, which play on an- 
other vessel placed a short distance 
above the first. 

The gas is brought into the large 
vessel—this is heated by the flame be- 
low. It heats gradually, and soon 
doubles its volume. When doubled, 
the same illuminating matter comes in 


contact with double the quantity of 


atmospheric air, and hence burns with 
greater intensity, and without loss, 
nearly one half being lost when the gas 
is not expanded. A small capsule of 
platina serves to divide the flame, and, 
as it is heated, becomes luminous itself. 
The arrangement is such as to obviate 
the danger of explosion,-and much 
cheaper materials can be used for the 
production of the gas than in the ordi- 
nary method. 


AND 


MEDITERRANEAN WueEat.—This wheat, 
says the Western Agriculturist, is con- 
sidered as more sure of yielding good re- 
It is earlier than 
most of the other varieties, more hardy, 
and less subject to the rust and the fly. It 
is also heavy, and although it has been 
partially condemned by the millers for not 
producing so white a flour as some other 
varieties, a portion of this prejudice seems 
to have disappeared. All who have been 
in the habit of using it, know that it makes 
a very good and sweet light bread, and if 
properly manufactured, a white loaf. This 
wheat does not stool out as much as most 
kinds, and where the soil is good and well 
prepared, it is thought by some that have 
tried the experiment, that not less than 
three bushels of seeds should be sowed to 
the acre. On good ground, the crop is 
greatly increased by using the increased 
quantity of seed. 7 


Ovt-Hovusrs anp — These 
should be cleaned out and white-washed. 
Appearance, comfort, and health all com- 
ets to recommend the discharge of this 

uty. 


Pouttry Dune. — Have this regularly 
swept up every week, packed away in 
barrels, and sprinkled over with plaster. 
Dana, with force and truth, says: “ ‘The 
strongest of all manures is found in the 
droppings of the poultry-yard.”” Next 
year each barrel of it will manure you 
half an acre of land; save it, then, and 
add to the productive energies of your 
soil. Don’t look upon it as too trifling a 
matter for your attention; but recullect that 
the globe itself is an aggregation of small 
matters. 


Bones.—Have these carefully saved; in 
every 200 pounds of them there is enough 
animal matter, phosphate of lime, and other 
salts to grow an acre of wheat. One bushel 
of bones added to a load of manure increases 
its value one-half. 


Wootten Racs.—These are rich in the 
elements of manure; they contain, when 
dry, 20.26 per cent. of nitrogen, and should 
be used as manure. Dana says, they are 
nearly thirty-four times stronger than fresh 
cow-dung. In a word, save every thing in 
the shape of refuse or offal; it is all good 
to make the crops grow—all good to sus- 
tain vegetable life, and through its products 
to sustain animal life. Let your eyes, 
your mind, your heart, and your hands be 
intently directed to the accumulation and 
preservation of the materials to make ma- 
nure. Follow our advice, and your lands 
will grow rich, and your pockets heavy.—— 
Exchange. 


Tue Best or Fowts.—As I have 
for several years been more or less engaged 
in poultry raising, and have within the time 
kept nearly all kinds of domestic fowls 
common to this country, I have often been 
asked the question, * Which are the most 
profitable hens to keep?’’ but have not 
been able to decide fully which were the 
most so, till of late. And I now give you 
my decision—hoping that some of your 
readers may be profited by experience: 
“If your objects be to keep hens for lay- 
ing, keep the pure Black Spanish fowls. 
Even if you pay a large price for them, 
they will soon pay you back the money 
with interest. But if your object be to 
raise chickens for marketing, cross the 
Black Spanish with the Red Shange or 
Cochin China fowls; as chickens produced 
from such across will attain a larger size, 
and come to maturity much sooner than 
the clear Asiatic fowls. And those—if any 
there be—who-doubt the above statement, 
are cordially invited to visit my poultry- 
yard, and see for themselves.”’—New Eng- 
land Farmer. 


Rye Frovr.——Rye flour, when made in- 
to good light bread and allowed. a day or 
two to ripen, is very nutritious and whole- 
some. Rye flour more nearly resem- 
bles wheaten flour in its composition than 
any other; it has, however, more of cer- 
tain gummy and sugary substances, which 
makes it tenacious, also imparts a sweetish 
taste. All grains and roots which have 
much starch in them undergo a great 
change in their chemical composition by 
baking—flour becomes more nutritious, 
and more easily digestible, because more 
soluble. This is also the case with pota- 
toes—-that is, the starch, gluten, and sugar 
of potatoes——-when baked, or what is still 
better, when roasted in the hot embers of 
an old-fashioned farm-house fire.—Ameri- 
can Agriculturist. 


Mice From Trees. —We 
still often hear of the death of trees by 
mice-girdling. Prevention from this dis- 
aster is one of the easiest and most certain 
things in the world, consisting simply in 
throwing up a little circular bank or mound 
of earth round the trunk of each tree, nine 
or ten inches high. One man will do hun- 
dreds in a day, and we have never known 
a single instance out of thousands of cases 
where it has failed. 


How to Toast Breav.—If you would 
have a slice so toasted as to be pleasant to 
the palate, and wholesome and easily di- 
gested, never let one particle of the surface 
be charred. Chestnut brown is even too 
deep for a good toast; and the colour of 
a fox is rather too deep. The nearer it can 
be kept to a straw colour, the more deli- 
cious to the taste, and the more wholesome 
it will be. This is done by keeping the 
bread a proper distance from the fire, and 
exposing it to a proper heat. 


Baxe a Breav 
6 oz. of stale bread, without hard crust; 5 
eggs; half oz. of parsley, and quarter oz. 
of lemon thyme. Jnstructions. — Soften 
the bread thoroughly in a dish, with a little 
boiling. water, covering it over, and let it 
soak for an hour—then mash it up with a 
fork, picking:out the hard pieces, and add- 
ing the parsley and lemon thyme, chopped 
fine, with salt and pepper, as seasoning. Beat 
the eggs well, mix them intimately with the 
other ingredients, and bake in a buttered 
dish (buttered cold,) for about 40 minutes. 
‘Furn it out of the dish, garnished with pars- 
ley, and serve with brown sauce. 3 


Here is something charmingly natural | 


and life-like, which we take from an arti- 
cle in Arthur’s Gazette. 

“I shall never forget my ‘first lie, if you 
will excuse the reference to myself, al- 
though it happened when I was a very 
little girl. My younger sister had a cent, 
with which she wished to buy a fig, and 
being too sick to go down to the store her- 
self, she engaged me to go. Accordingly 
I went. As I was returning with the. fig 
nicely done up in a small paper, suddenly 
the thought occurred to me that I should 
like to look at the fig. So I very care- 
fully opened the paper, when the fig 
looked so very tempting, I thought’ I could 
not help tasting it a little at one end, then 
I could explain the affair at home. I had 
scarcely despatched that bit before I wanted 
it all, and without much more thought I 
ate up the whole fig! Then when the fig 
was all gone, and I had nothing to do but 
to think, I began to feel very uncomfort- 
able—my own faithlessness—my sister’s 
disappointment—TI stood disgraced before 
myself. 
thought of running away off somewhere, 


|I did not know exactly where, but 


where I should never come back again. 
It was long before I reached home, and I 
went as quickly as I could, and told my 
sister that I had lost the cent. I remem- 
ber she cried sadly, but I went directly 
out into the garden, and I tried to think of 
something else, but in vain: my own guilt 
stared me steadily in the face, and I was 
wretched enough. 

Although it wanted a few minutes to 
our dinner hour, yet it seemed very long 
to me. I was anxious some. event might 
intervene between me and the lie I had 
told. I imagined it would relieve me. I 
wandered about the garden with a very 
heavy spirit. £ thought I would give 
worlds if it had not happened. When the 
dinner hour came, I was seated in my high 
chair at my father’s side, when my sister 
made her appearance, crying and looking 
very much grieved. My father immedi- 
ately inquired what the matter was. Then 
my mother stated the story, the conclusion 
of which was that I had ‘lost the cent.’ 
I can never forget the look of kind, per- 
fectly unsuspecting confidence with which 
my father turned to me, and with his large 
blue eyes full in my face, he said, ‘Where- 
abouts did you lose the cent? perhaps we 
can find it again.’ Not for one single in- 
stant could I brave that tone and that look, 
but bursting into tears, I screamed out, 
‘O, I did not lose the cent; I ate up the 
fig!’ A silence, as of the grave, ensued. 
No one spoke. In an instant | seemed to 
be separated at dn immense distance from 
all the rest of the family. A great gulf 
yawned between us. A sense of loneli- 
ness and desolation, and dreariness came 
over me, the impression of which, I pre- 
sume, will go with me for ever. I left the 
table, and all that afternoon, the next day, 
and during the week, my feelings were 
melancholy in the extreme. But as time 
wore away, and my father and mother, 
brothers and sisters, received me back to 
their love and favour, my spirits recovered 
their wonted tone. The whole event left 
an indelible impression on my mind and 
heart. It convinced me that ‘the way of 
the transgressor is hard.’ 


EVERY THING GOES WRONG. 
“What is the matter, Ellen?’’ said a 


mother to her daughter, one evening, as 


they were sitting together, “what great 
event has kept you silent for an hour?” 

‘No great event, mother; only a great 
many little ones, which have put me com- 
pletely out of patience. Every thing has 
gone wrong to-day,” and Ellen laid down 
her work and looked up into her mother’s 
face, as if demanding sympathy. 

_ “That expression is a very common one 
with you, Ellen; your ‘wrong days’ and 
your ‘right days’ come round almost as 
regularly as your Mondays and Tuesdays. 
Now that we are alone, and not likely to 
be interrupted, let us examine the matter, 
and see if we can find some way by which 
these ‘wrong days’ may be turned into 
‘right ones.” What was your first trouble 
this morning ?”’ 

“Why, you know that I was last at 
breakfast, and father did’nt like it, and then 
the coffee and rolls were cold, and then” — 

“Stop; one thing at a time, if you 
please; your first trouble might certainly 
have been prevented—you could have been 
in season if you had chosen.” 

“Why, I was fast asleep; how could 
I 

“You were fast asleep when breakfast 
was put on the table, very probably; but 
were you not awake at half-past five ?” 

“ Yes—but—but—I thought it was too 
early to get up then.” 

“Ah! there isthe difficulty. It is never 
too early to get up after daylight. You 
know it is my wish that you should get 
up as soon as you are Called, and your 
father’s displeasure and your cold break- 
fast were the consequences of your disre- 
garding that wish. I know of nothing 
which is more apt tomake a day go wrong 
than beginning it badly.” | 

“Well, perhaps I might have prevented 
that; but [ am sure I could not help the 
shower that came up as I was going to 
school, and wet my feet so that I was un- 
comfortable all school time; and I dropped 
my books in the mud; and then my com- 
position, which I had taken so much pains 
to copy neatly, fell out, and looked so soiled 
that [ was ashamed to carry it to the 
teacher.” 

“As to wetting your feet, you should 
have worn your overshoes, as [ wished, 
and then your feet would have been dry 
and comfortable ; although it did not rain, 
the streets were wet and muddy. Drop- 
ping the composition was, I will allow, an 
accident which you could not have helped ; 
but tell me, did you bear these little trials 
pleasantly and patiently, or did you go 
into the schoolroom out of temper, and dis- 
posed to be dissatisfied with every thing ?”” 

“Why, of course, mother, I didn’t ‘feel 
so pleasantly as usual; you know I could 
not, when every thing had vexed:me #0.” 

“Do not. say so; never say you cannot: 
be pleasant. I have shown you that two 


4 


I had done very wrong. I. 


has done. 


and County. 
july:12—ly 


third was not such a terrible trial but it 
might have-been borne, had you, not bees: 
fretful and impatient beforehand: If, when. 
you found yourself late at breakfast, you 

had acknowledged yourself to be in the- 
wrong, and resglved to do better the next 

day; instead of excusing yourself, you might: 
have dismissed the subject from yoar mind, 

instead of allowing it to, worry you as;it 

Well, what was your next! 
trouble ?”” 

We will not follow Ellen and her mor‘ 
ther in their examination. It appeared’ 
that the most of her troubles. were: owing. 
to her own fault, and the others were little: 
trials which she could hardly have noticed. 
had she been io her. usual frame. of. mind. 
Ellen was convinced that whereas she had 
been in the habit of saying that “every 
thing went wrong,” the fact wae she her-. 
self had been in fault, and that she might 
resolve in future to bear all unavoidable 
accidents so pleasantly and patiently as to: 
have no more days when “every thing, 
would go wrong.” 


ARTFORD LIFE INSURANCE COMPANY— 
CAPITAL AND SURPLUS OVER $200,000, 
AcEncy, No. 145 Chestnut Street, 
United Statee Hote? Butiding.—Gitert & Coces 
HALL, Agents; Jones, M.D., Medical: Ex- 
aminer. 

This Company offers extra inducements to those 
seeking Life: Insurance, in either a Joint Stock or 
Mutua} Company; its rates in the Joint Stock Da- 
partment are 15. per cent. Jess than any other com- 
pany ig the United States. Its. mutual ratea are, 
the same as those adopted by other safely con- 
ducted companies, giving the assured the privilege 
of giving a note when the premium is Fifty: Dollara, 
or more—the dividend always paying the note, 

Books containing rates, with valuable informa- 
tion on the subject, and showing the advantages. of 
Life Insurance, given on application at the ofice.of 
the Agency. 


PHILADELPHIA RBPBRENCES. 

Hon.G. Mallery, LL.D. Hon. Joel Jones, EL. D. 
Hon. Geo. Sharswood, Samuel H. Perkins, 
William A. Porter, Esq. Rev. E.R. Fairchilde,D.D. 
Rev. Jos. H. Jones, D.D. Rev. C. W. Shields, 
Rev. H. Hooker, D.D. James N. Dickson, 
William S. Boyd, Henry Perkins, 
Robert Taylor & Co. James C. Donnell, 
John S. Hart, LL. D. Thomas D. Mutter, M. Ds 
Thos. D. Mitchell, M.D. Samuel Jones, M. D., 

july 5—tf , 198 Spruce street. 


HOICE GROCERIES AND TEAS. — Davep: 
Pease, South-west corner of Sixth asd; Arch. 
streets, Philadelphia, offers for sale Green and 
Black Teas; Real Mocha, Old Java, Maracaibo, 
Lagvuyra, and Rio Coffees, Boston Batter and Bran 
Biscuit, Virginia Cold Water Crackers, Rochester 
and White Wheat Extra Flour in Bar- 
rels and Half Barrels, Dutch Head, Sap Sago, and, 
Pine Apple Cheese, Preserved Ginger, Jellies, 
White Honey in the Comb, Corn Starch fer Pud- 
dings, Farina for Desserts, Pure Ground Spices, 
Philadelphia Syrup, French and Spanish Olives, 
Pickles, Ketchups, Sauces, Olive Oil, Lemon, Gin- 
ger, Pine Apple, and Strawberry Syrups, &e. 
Goods well packed, and sent to Railroad Depots or 
Steamboats free of. charge. 
DAVID PEASE, 
South-west corner of Sixth and Arch streets, Phila- 
june 28—tf delphia. 


NEW AND VALUABLE PUBLICATIONS, 

A Bible Dictionary, adapted for the use of: 
Bible Classes, Sabbatly Schools, and Families; 
12mo, illustrated with coloured maps: price 50 cts. 

A work of this kind, which should contain al} 
that is needed to illustrate Biblical Geography, His- 
tory, Biography, and Antiquities, and at the: seme 
time exhibit the doctrines of the Bible aa laid dewa, 
in our standards, has long been a desideratum ia 
our Church. It is hoped that this attempt to sup- 

y the want, which is the fruit of much study and 
abour, will prove generally acceptable, and highly 
useful to parents and children, teachers and pupils. 

II. Letters to the ~~ Rev. John Hughes, Roman 
Catholic Bishop of New York, by ‘* Kirwan; 
three parts in one, 18mo, in paper cover: price 20 
cents. 

‘¢ Kirwan’s Letters” are too familiar to need any 
further recommendation, The popular style ia 
which they are written, their admirable adaptation 
to the present state of Popery, and the fact thet 
the author speaks to a great extent of things with 
which he has had a practical and personal ac- 
quaintance, has rendered these letters a most pow- 
erful weapon in the Papal controversy. 

IIIf. Sarah Lee and Susan Grey; 32mo: price 8 


cents. 
This little volume is written in rhyme, and ip 
tended as an offering to our juvenile readers. 
Just published by the Presbyterian Baard of Puby 
lication, No. 265 Chestnut street, Philadelphia. 
JOS. P. ENGLES, Publishing Agent. . 
july 26—3t 
HILADELPHIA BOOK-BINDER Y.— Joun 
D. Egan, Plain and Ornamental Book. Binder 
and Leather Gilder, No. 111 Chestnut street, coz. 
ner of Franklin Place. (UF 25 cent: saved, 
and sumetimes more to those patronising. this eatabe 
lishment. Large Illustrated Works, Books of Sa- 
gravings, Scrap Books, Albums, Portfolias and My. 
sic, bound with great care and strength, in plain 
and elegant styles, 
N. B.—Pamphlets and Periodicals done up witr 
neatness and despatch, and cheaper than any otheh 
establishment in the city. sep 14—ly 


UNITED STATES LIFE INSURANCE, 

ANNUITY, AND TRUST COMPANY.— 
CHARTER 
$250,000.—Office south-east corner Third and Chest- 
nut streets.—This Company, in one department, iis- 
sue Policies upon the Mutual Principle, with the 
security of a Capital Stock. This attractive combi 
nation offers to Policy holders double the ordina 


security, without disturbing their right to a full par- 
ticipation in the distribution of profits each and 
every year. The system of payments is Cash ia 
advance, and can be made with reference to the 
convenience of parties opening policies with the 
Company. 

Also, the Deposit System, or new plan of Lifp Inr 
surance. All payments made to the Company in 
thie department, in purchase of Insurances, are en- 
tirely optional as regards their amount, and the 
time at which they may be made. A party may pay 
in as much, or as little, (not lesa than $5,) and -as 
often, or as seldom as he may find convenient, and 
there is no obligation on him whatever to continye. 
his payments. 7 Further, the whole sums paid in 
are always at the command of the person insured 
during his life time, and may be at any time with- 
drawn by him in whole or in part. So that, on the 
plan of this Company, there is created at one and 
the same time, an Insurance payable at death, a 
fund available in sickness, and a provision for old 
age.—(See Company’s pamphlets.) 

In the Sarety Funp Department, Money is re- 
ceived party. Also, Sarurpay EvENINGes on de- 
posit, in large or smal] sums, on which interest is 
allowed of FoUR PER CENT. eee 


DIRECTORS. 
Stephen B. Crawford, Paul B. Goddard, 
Ambrose W. Thompson, Lawrence Johnson,; 
_ Benjamin W. Tingley, George McHenry, | 
Jacob L. Florance, James Devereux, 
William M. Godwin, John L, Linton, 
STEPHEN R. Crawrorp, President. 
AmsBrose W. Tuompson, Vice-President. 
CHARLEs G. ImLay, Sec’y and Treasurer. 
Actuary—Pliny Fisk. 
MEDICAL EXAMINERS, 

Paul B. Goddard, M.D., William Pepper, M.D. 
In attendance at the Office of the Company, from 
1 to 2 P. M., daily. 

R. Hawes General Agent for Pe 
vania and the South and West. jan 18—tf 


QUITABLE MUTUAL LIFE INSURANCE, 

ANNUITY, AND TRUST COMPANY-~Os- 

FIcE 74 WALNUT STREET, BELOW FovatH, PHiL«- 
DELPHIA. 

This Company offers to persons about to insure their 
lives, the combined advantages of the Joint Stoc 
and Mutual Systems. The insured become mem- 
bers of the Corporation, with the right to vote at 
elections for Trustees—and are not liable for any 
losses or expenses of the Company. All the pre- 
fits—not an occasional bonus only—are annually 
divided among the members of Corporation, 
while the security is afforded of a large capital 
safely invested. 


Table of Premiums required for the Assur- 
_ance of $100 for the whole term of Life. 
Age. | Prem. Age.| Prem. Age. | Prem. 
16 1 50 31 2 09 46 3 36 
17 1 53 32 2 15 47 3 49 
18 1 56 33 2 20 48 3 62 

19 1 59 34 2 27 49 3 77 

20 1 60 35 2 33 50 3 04 
21 1 63 36 2 40 51 413 
22 1 66 37 2 47 52 4 32 
23 1 69 38 2 54 53 4 51 
24 1 72 39 2 63 - 64 471 
25 1 76 40 2 70 55 | 491 
. 26 1 85 41 281 | 5&6 5 12 
27 1 89 42 292 || 57 5 33 
2s | 1:94 || 43 | 301 |} 58°] 5 54 
29 1 98 44 3 12 59 ‘6 78 
30 2 04 45 3 23 . 60 ‘6 03 


~ Persons about to insure ‘their lives are invited, 
previously, to compare the above with those elee- 
where offered. Annuities granted—elso benefits, 


| endowments, &c. Trusts executed op the most 


favourable terms. Forms of applicatioa, pamphiete. 
of explanation, and all particulars may be had at 


the office. | 
TRUSTEES. 
Peter Cullen, Wm. H. Keicbline, 
Wa. M. Baird, Stillwell 8..Bishep, 
Wm.G. Alexander, J.B. Biddle,M.D. 
Wm. Craig, Edward Y. Farquhar, 
Francis Weet, M.D. J.W.Threckmerton, 
Wm. H. Loper, Selah Hart, Jr. 
J. P. Pleasants, John Reynolds, 
Abraham 8S. Wolf, Geo. M. Fleming, 
Henry L. Elder. 


PETER CULLEN, President 

Wu. M. Bainp, Vice-President. 
Francis West, M.D., J. B. Biddle, M.D.; Medical 
mminers. 
Evisna S. Warne, General Agest for the ‘City 


J. D. Muss, Geerdary. 


| the Foe Cireut 
‘or Circulars, 
Rrv. R. OW 
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EDICAL DEPARTMENT OF PENNSYL 
Staret, LECTURRS.- FOR, ; 
THE SESSION OF 1851-°9—will commence on 
the 13th. of October, and- coatinue, ‘tater- 
mission, anti) 
a fall course o 
of ‘a Medica] Education. 
OHN WILTBANK, M..D., essor 
gewny S. Parrerson, M.D. 

Medica ang Ther cs. ¢ 
Witrtan R. Gaawt,; M.D., Professor of Anatomy 
Daya. M. D. SP 
L. | » M.D., Professor of Medi- 

v 
Gosagcut, M.D., Demonsirator. ef,,; 
and er Ths Museum, 


Clinteal Medicine and’ Surgery at Pennsylvania Hos-— 
pital; sy any Senegons 


ictne ‘ery af the 
sy Prorrssons DARRACH AND 

Second Course students are furnished with tickets | 
ta the Clinical Lectures of 
TAL, in the immediate vicinity of the Colleges, at; 
the expense of the Faculty. et the past year 
1985. casea: treated at the Hospital, and a 
larga number, at. the College. The Anatomical . 
Rooms wil) be open on the Istday of Octoher. 
Fess—Matriculation, (paid once only) . . 

Ticket: of each Chair, % 

For, further information address, 

Registrar, No. 194 Arch street, Philadelphia, 
rar, No. 124 Arch street a 

july 
ST. LOUIS BOOKSTORE.—KEITH & WOODS, 
Srarrowens, St: Lowis, Mis-— 
sourt—Keep constantly on hand a: 
ment of THEOLOGICAL and MISCELLANEOUS: 
BOOKS, embracipg the Ca ? Publications and, 
the Publicatione of the Pr rian Board, at the 
catalogue prices,of each house: also, all the new. 
publicatiqns: ag they. are issued. from. 
tye press, 

‘In ‘addition to the above they alwa 
genera! assortment of School Books. aad nery, 
which they will sell) WHOLESALE and RETAIL 
atthe very lowest prices. Bibles and-Testaments, — 
in quantities, and ig, every style.ofirare. and elegant’ 


10 . 


neral aveort- 


have 


bindings. 
Also, a assortment of the Massachusetts, 
Sabbath Schoel Publications. june 14—tf 


ESTNUT HILL ACADEMY.—This Boarding 
| for, Boye opened on Wednesday, May 

at thie Office. 

» and J. T. OWEN 
Princi 


pale, 


may 1 
AMES R. WEBB, GROCERY. AND TEd 
' DEALER —91 South Bighth street, below 
nut, Philudelphia.— as for sale very fine G 
and, Biack ‘Teas; Java, Maracaibo, and dew: 
Coffees; Pickles, Sauces, Preserved Ginger, Jellies, 
and Jams; Lemon, Vanilla, Ginger, and enna. 
Syrups; Alexandria Pure Water Crackers, 
Biscuit, Fazina, Fine and Coaree. Hominey, Spanish 
Olives by tha quart, The. best brandaof Rochester 
Flour:alwayson hand. Sap Sago, Dutoh, and 
tation English Cheese, with a general assortment of 
Groceries for Family use. Goods packed and’ 
blivered te any pert of the city, steamboat, or rail. 
road depeta. july 
OAL.—WILEIAM L.. MACTIER having opened 
a Yard at Richmond, ie prepared m supp! 
families in the city with, the beat quality of >: 
ash and: White-ash Coa] from, Schuylkill county ag, 
the lowest prices. 
ORDERS received at the Yard, No. 15 Richmond 


Wharves, or at the Office, No. 34 Walnut street, - 
Philadelphia. jaly 19—6m 


A TEACHER WANTED.—A female. Teacher, 
. who is capable of giving instruction in needle- 
work, in cqnnexion with the differeat. branches o 

an English education, to take charge of a Select. 
School, in which the number of scholars will be 
limited to twenty. pleasant and permanent aitye. 
ation. Address W. B., Ickesburg, Perry county, 
Pennsylvania. july 19—4t 


ELECT SCHOOL FOR BOY¥S-—-Jn tha Village of 
Goshen, Orange Ceuaty, New York. The Rev. 
Daniel Wells, A. M., Principal, 2 
Thig School now afforda every advantage that 
may be desired by youths preparing for professional 
or.commercial pursuits. Instruction will be given 
in French, Drawing, and Mysic, by persons who 
have proved themselves sacotseiet teachers in’ 
these de The French, teacher resides in 
the family, and the scholars will have an oppartuy. 
nity of learning to speak the French langua 
The entire time. of the Principal is devoted to thd 
education and general supervision of the scholars, 
aad particular attention will be given by him to 
The village of Goshen, is situated on the New 
York and Erie Railroad, and is about three hours? 
distance from the city of New York. The location 
is remarkably healthy and pleasant. 
The year consists of two sessions, with vacatiqns 
in April and October. 
Board, Washing, apd Tuitios, 8250. 
er annum, payable quarterly in qadyance, French, 
usic, and Drawing, will be charged extra. Books, 
Stationery, Drawing Materials, ‘te., will be fur- 
nished at current price. 


REFERENCES. 

Rev. William D. Snodgrass, D: D., Goshen, New 
York. Bev. Willigm W. Phillips, D. D.; Rev. James 
'W. Alexander, D.D.; Rev. Edward D. Smith, D. Ds, 
Rev. John C. Lowrie; Messrs. Walter Lowrie, Ro- 

ra Sm R. Vermi New ity. Rev. 

John N. Campbell, D. D. Mr W » Al- 
,bany, New York, Rev. Jehp: Maales D., 
Princeton, New Jetsey. Rev. ‘Phomas L: Jane- 
way, D. Dy Messrs. William S. Martign, Robert 
Wallace, ag Alexander Osbourn, Philgdelphia. 


T SALE AT LOW P set 
lica] Repertory, from its commegcement in, 1825 to. 
the year 1844 inclusive, comprising 20 voluyingq, 
all of them (except three) bound in half Pp. 
Each volume is perfact, except that for the year 
in whigh the April Number ia wanting.) 
Also a co 


¥ of Rees’ Cyclopedia, ie 47 yolumeg. 
all the and plates, and war- 
ranted complete in every respect, It is full boung 
in Russia, and is in an excellent state-of preserva- 
tine, being nearly equal tonew. Price $100. 
Any peraon wanting sithar ar beth of the ahovw: 
worka would do well to make early application, ag. 
the opportynity of purchasing them at the 
prices herein offered will extepd only to a limi 
eriod. WILLIAM 8. MARTIEN, 
ublisher and Bookseller, No. 144.Chestnat 
iat Bookatore above Sixth street, Philadelphia.” 
aug 2—#t. | 
(TEACHER WANTED.—A gonileman, either sine 
gle or married, well qualified by education an 
e&perience, to teach the Classics and the various 
branches of a High School, will hear of a good site- 
ation by addressing a letter to’ D. McIntire, Dans 
ville, Keatycky. Refpreneas ag to more! characters. 
apd scholarship muat be unexceptionable. Writ. 
immediately. Services required on September lag, 


aug 2—3t* 


KS SUITABLE FOR SUMMER READ, 
in the Life of Mre. Margasag, 

Maitland of Sunnyside, written by herself, 

oan a Problem, by the author of Alton Lock, 


mo. 
Trenton Falls, by N. P. Willis, #6mo. 
Romance Dust, by Dr. Mayo. 

- Sherbyme’s Life of Paul Jones, | 
My Second Love, by Mra. Martell. | 
A Place in thy Memory, by Mss. De Kraft. 

- Scenes in Our Parish, Tal 
Nathalie, by Julia Kavanagh. 

Para, or Adventure up the Amazon, by Warren. 
Beecher on the Wrongs of Woman. 

- Bastbury, a Tale, by Miss Drury. 
Cuba and the Cubans, 12mo. 

vat Queens of Scotland, by Misp Strickland, 
Greely’s Hints to Reformers. 
May You Like it, by Rev. C, B. Tayler. 

Wide, Wide World, vy Elizabeth Wetherell, 3 
vols. 12mo. 
With all the new Books for aszie at the lowest 
prices by HENDERS§0N & CO., 
. Late GEORGE 8. APPLETON, 

Seventh and Chestnut streets, Philadelphia. 
aug 2—2t 

SEREET FEMALE 
625 CHEATNDT STREET, 

ciate Principals—Marzy L. Bonngy, 

A, Dittayve.—Thia School wil) be re-opened Mon- 

day, September 1. The coarse of stady includes. 

all branches constituting a thorough Scientific and 

Literary education. Number of Beaders limited 

to twenty. 
H. A. Board »D,D., 

Charice Wadsworth Philadeipbia, Wale 

lard, Mrs. Sarah L. Willard, Troy, New Yorke 

Prof, 8. W. Taylor, cewieeere: Pennsylvania. 

Rev. '‘R. Fuller, D. D., Baltimore, Maryland. Rev. 

E. Lathrop, New York city. Dr. Thomas Fuller,’ 

Hon. R. W. Barnwell, Beavfort, South Carolina.’ 

Rev. Thomas Rambaut, Savyanogh, Georgia. 

H. Malcom, D.D., Rev. George Kempton 

el 


> 
James Devereux, Esq,, Philadelphia. Rev. N. 8.. 
Beman, D.D., Troy, New York. 8. B. W 

worth, Esq., Homer, New York. Robert A. Ezell, 
Eeq., Hon. D. A. Turner, Warrenton, North Caro- 
lina. Rev. J. Newton Brown, Rev. R. Bab 


THE PRESSYTERIAN 


No. 144 Chestnat fom 

Mo, New York, 

WALLLAM.S. MARTIEN. 

Dollars per 

six mdéniths, or .Two Dollars and’ 


im ad tances. Miberal discount to agentswho may 
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